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DEPARTMENT  OF  BUILDING  INSPECTION 


CODE  ADVISORY  COMMITTEE 
FIRE  AND  LIFE  SAFETY  SUBCOMMITTEE 


AGENDAS 

1994-2001 


Prior  to  1995,  the  Code  Advisory  Committee  and  its  Subcommittees  were  under 
the  Bureau  of  Building  Inspection,  which  was  a division  of  the  Department  of 
Public  Works.  However,  in  the  1994  General  Election,  the  voters  approved  the 
establishment  of  a Department  of  Building  Inspection.  The  Code  Advisory 
Committee  and  its  Subcommittees  were  thereafter  under  that  Department. 
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DATE 

TIME: 

LOCATION: 


July  3,  1996  (Wednesday) 

3i00  p.m.  to  S»00  p.m. 

1660  Mission  Street,  Room  200) 


1 .0  Cal!  to  Order  and  Roll  Call 

2.0  Discussion  and  possible  action  on  draft  amendments  to  San  Francisco  Building 
Code  Section  310.14,  Existing  Group  R-1  Occupancies. 

3 0 Public  Comment 

4. 0 Adjournment. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  MiMiuu  Sti  cct,  Sau  Cutlfag  ula  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  die  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  oilier  agencies  of  die  City 
and  County  exist  to  conduct  the  people's  business.  This  ordinance 
assures  that  deliberations  arc  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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Fire  Anri  I iOsafety  Sub-Committee 
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DATE 


TIME: 


10:00  a.m.  to  12:00  noon 


LOCATION;  1660  Mission  3UCCI,  Room  6007 


1 .0  Call  to  Order  and  Roll  Call 

2.0  Continued  discussion  and  possible  action  on  draft  amendments  to  San  Francisco 
Building  Code  Section  310.14,  Existing  Group  R-1  Occupancies. 

3.0  Public  Comment. 

4. 0 Adjournment. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

CMy  Si  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duly  is  to  save  the  public,  reaching  its  decision 
in  full  view  of  the  public. 


Commissions,  boards,  councils  and  other  agencies  of  the  City  v 

and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  UN  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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DATE: 


\ ifost&y  TIME: 


9;00  a.m.  to  11:00  a.m. 


LOCATION:  1660  Mission  Street,  Room  6007 


NOTE  ROOM  CHANGE 


) 


1 .0  Call  to  Order  and  Roll  Call 

2.0  Discussion  and  pusslOlt*  action  un  vJiafl  amendments  to  San  Fiauoiacu  Building 
Code  Section  310.14,  Existing  Group  R-1  Occupancies. 

3.0  Public  Comment. 

4. 0 Adjournment. 
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DEPARTMENT  OF  PUILPING  INSPECTION 
cuy  & County  oi  san  t rancisco 

1660  Mission  Street,  San  Francisco,  California  94103=2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OFTHF.  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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AGENDA 

BUILDINC  CODE  ADVISORY  COMMITTEE 

documents  dept 

JUL  26  1996 
SAN  FRANCISCO 
PUBLIC  LIBRARY 


"“Special  Meeting 
Fire  and  Lifesafcty  Sub-Committee 


DATE:  July  31,  1996  (Wednesday) 

TIME:  9;00  a m.  to  11:00  a.m. 

LOCATION:  1660  Mission  Street,  Room  6007  NOTE  ROOM  CHANGE 


1 .0  Call  to  Order  and  Roll  Call 

2.0  Discussion  and  possible  action  on  draft  amendments  to  San  Francisco  Building 
Code  Section  310.14,  Existing  Group  R-1  Occupancies. 

3.0  Discussion  and  possible  action  on  proposed  amendments  to  San  Francisco 
Building  Code  Amendments,  Chapters  3 thru  10. 

4.0  Public  Comment. 

5. 0 Adjournment. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government ’s  duty  is  (o  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people's  business.  This  ordinance 
atfurcc  dial  dehboraliono  arc  conducted  bcfu.c  ll/e  people  and  iliat 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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BUILDING  CODE  ADVISORY  COMMITTEE 
Special  Meeting 

Fire  and  Lifesafety  Sub-Committcc 


DATE:  (;"August  7,  199<p  (Wednesday) 

TIME:  3 :00  p.m.  to  3:00  p.m.  NOTE  LOCATION  CHANGE 

LOCATION:  401  Van  Ness  Avenue  , War  memorial  Veterans  Building,  Room  416A 


1 .0  Call  to  Order  and  Roll  Call 

2.0  Discussion  and  possible  action  on  draft  amendments  to  San  Francisco  Building 
Code  Section  310.14,  Existing  Group  R-1  Occupancies. 

3.0  Discussion  and  possible  action  on  proposed  amendments  to  San  Francisco 
Building  Code  Amendments,  Chapters  3 thru  10. 

4.0  Public  Comment. 

5. 0 Adjournment. 
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DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  ih€  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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AGENDA 

BUILDING  CODE  ADVISORY  COMMITTEE 


AUG  - 9 1996 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


* Special  Meeting 
Fire  and  Lifesafcty  Sub-Committee 

% 


DATE;  " August  l4~T996^(Wednesday) 

TIME:  9;00  a.m.  to  11:00  am.  NOTE  LOCATION  CHANGE 

LOCATION:  1660  Mission  Street  * Room  2001 


1 .0  Call  to  Order  and  Roll  Call 

2.0  Discussion  and  possible  action  on  draft  amendments  to  San  Francisco  Building 
Code  Section  310.14,  Existing  Group  R-1  Occupancies. 

3.0  Discussion  and  possible  action  on  proposed  amendments  to  San  Francisco 
Building  Code  Amendments,  Chapters  3 thru  10. 

4.0  Public  Comment. 

5. 0 Adjournment. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 

Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

Uty  County  or  san  * ranasco 

1660  Mission  Street,  San  Francisco,  California  94103*2414 

documents  dept. 
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AGENDA 

BUILDING  CODE  ADVISORY  COMMITTEE 

fire  and  Life  Safety  Subcommittee 


DATE:  October 2,  1996  (Wednesday) 

TIME:  9:30  a.m.  to  11:30  a.m. 

LOCATION:  1660  Mission  Street,  Room  2031  [Please  note  location) 


1 .0  Call  to  Order  and  Roll  Cali 

Mcmbcro:  Jerry  Cunningham,  P.E.;  Charlco  Brcidingcr,  P.E.;  Oliver  Wen. 

2.0  Discussion  and  possible  action  on  proposed  amendments  to  the  San  Francisco 
Building  Code,  Sections  504.6.1,  1003.11,  903,  and  1022. 

3.0  Discussion  and  possible  action  on  Code  Rulings  to  the  San  Francisco  Building 
Code,  Ruling  numbers: 

BC- 103-1 

BC-302(b)-1 

BC-302(b)-4 

BC-402  1 

BC-503(d)-1 

BC-504(d)-1 

BC-507(b)-1 

BC-507(b)-2 

BC-507(c)-1 

BC- 1005-1 

BC-1210(a)-1 

BC-1 720-1 
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DPU/BBI/CED 


415  558  6474 


BC-3303(c)-1 

BC-3304(g)-1 

BC  3304(g)  2 

BC-3304(g)-3 

BC-3305(u)-1 

BC-3801  (a)-1 

BC-3801  (d)-1 

BC-3802(b)-1 

BC-3802(e)-1 

BC-3805-1 

BC-4302(a)-1 

BC-4302(a)-2 

BC-4303(b)-1 

BC-4305(b)-1 

4.0  Discussion  and  possible  action  on  proposed  amendments  to  the  San  Francisco 
Building  Code.  Section  310.14,  Existing  Group  R-1  Occupancies. 

5.0  Public  Coiiiivieiil. 


6.0  Call  for  agenda  items  for  next  meeting. 

7.0  Discussion  and  possible  action  on  Meeting  time  for  Next  Meeting. 

8. 0 Adjournment. 


Note  to  attendees:  Please  review  the  appropriate  material  and  be  prepared  to  discuss 
technical  changes  at  the  meeting.  If  you  are  unable  to  attend, 
please  notify  Chair  Jerry  Cunningham,  P.E.,  at  (415)668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 


City  & County  of  Son  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duly  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  th6  people  and  that 
City  operations  arc  open  to  the  people’s  review. 


FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VTOT.ATTON 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  1 ASK  FORCE  AT  DM-OU  /5. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 
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BUILDING  CODE  ADVISORY  COMMITTEE 


DOCUMENTS  DEPT, 

NOV  0 3 1996 
SAN  FRANCISCO 
PUBLIC  LIBRARY 


Fire  and  Life  Safety  Subcommittee 


DATE:  November  13,  1996  (Wednesday) 

TIME:  3:00  p.ra  to  5:00  p.m. 

LOCATION  1660  Mission  Street,  Room  6004  [Please  note  location] 


1 .0  Call  to  Order  and  Roll  Call 

Mombors:  Jerry  Cunningham,  PE;  Charles  Breidinger,  PE;  Oliver  W«n 

2.0  Discussion  and  possible  action  on  proposed  amendments  to  the  San  Francisco 
Building  Code,  Sections  504.6.1,  1003.11,  903,  and  1022. 

3 0 Discussion  and  possible  action  on  Code  Rulings  to  the  San  Francisco  Building 
Code,  Ruling  numbers: 

BC- 103-1 

BC-302(b)-1 

BC-302(b)-4 

BC-402-1 

BC-503(d)-1 

RC-ft04(r1)-1 

BC-507(b)-1 

BC-507(b)-2 

8C-507(c)-1 

0C-1 005-1 

BC-1210(a)-1 
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BC-1 720-1 

BC-3303(c)-1 

BC-3304(g)-1 

BC-3304(g)-2 

BC-3304(g)-3 

BC-3305(u)-1 

BC-3001  (a)-1 

BC-38Q1  (d)-1 

BC-3802(b)-1 

BC-3802{e)-1 

BC-3805-1 

BC-4302(a)-1 

BC-4302(a)-2 

BC-4303(b)-1 

BC-4305(b)-1 

4.0  Discussion  and  possible  action  on  proposed  amendments  to  the  San  Francisco 
Building  Code,  Section  310.14,  Existing  Group  R-1  Occupancies. 

5.0  Public  Comment. 


6.0  Call  for  agenda  items  for  next  meeting. 

7 0 Discussion  and  possible  action  on  Meeting  time  for  Next  Meeting. 

8. 0 Adjournment. 


Note  to  attendees:  Please  review  the  appropriate  material  and  be  prepared  to  discuss 
technical  changes  at  the  meeting.  If  you  are  unable  to  attend, 
please  notiry  Cnair  jerry  Cunningnam,  P.E.,  at  (415)666-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San  Frandsso 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  eAist  lu  vAmduU  Hit  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE.  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & Cuuuiy  vf  San  Frandsco 

1660  Minion  Street,  San  Francisco,  California  94103-2414 


, AGENDA 

BUILDINGCODE  ADVISORY  COMMITTEE 
,.Fire  and  Life  Safety  Subcommittee 


DATE:  December  4,  1996  (Wednesday) 

TIME:  9:30  a.m  to  11:30  a.m. 
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DOCUMENTS  DEPT. 
NOV  26  1996 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


LOCATION:  1660  Mission  Street,  Room  2031  (Please  note  location! 


1 .0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.;  Charles  Breidinger,  P.E.;  Oliver  Wen. 

2.0  Discussion  and  possible  action  on  proposed  code  rulings: 

a.  Publio  Hallway  Ventilation  in  Group  R Occupancies 

b.  Ventless  Hood  Systems. 

3.0  Discussion  and  yussible  action  on  existing  codo  rulinge: 
a.  Update:  BC-302(b)-1,  BC-3303(c)-1 . 

b Review:  BC-103-1,  BC-504(d)-1,  BC-507(b)-2,  BC-1 005-1,  BC-1720-1,  BC- 
3305(u)-1,  BC  3801(d)  1,  BC  4302(a)-1,  BC-4302(a)-2,  RC-4303(h)-1 

5.0  Public  Comment. 

6.0  Call  for  agenda  items  for  next  meeting 

7.0  Disousoion  and  poooiblo  action  on  mooting  timo  for  novt  mooting 
8 0 Adjournment 


Note  to  attendees:  Please  review  the  appropriate  material  and  be  prepared  to  aiscuss 

technical  changes  at  the  meeting.  If  you  are  unable  to  attend,  please 
notify  Chair  Jerry  Cunningham,  P.E.,  at  (416)668  4252 
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^DEPARTMENT  OF  BUILDING  INSPECTION 


City  & County  of£an  Francisco 

1660  Mission  Street,  San  Francisco.  California  94103*2414 


^AGENDA 

BUILDING  CODE  ADVISORY  COMMITTEE 
" * 

Joint  Meeting  of 

Fire  and  Life  Safety  Subcommittee 
and 

Plumbing,  Mechanical  & Electrical  Subcommittee 


DATE  JVlarch  5, 1997)(  Wednesday) 

TIME  : 9:00  a m.  to  1 1 :00  a.m. 

LOCATION  1660  Mission  Street,  Room  2031 


DOCUMENTS  DEPT, 


FEB  26  1997 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


(Please  note  location] 


1 .0  Cali  to  Order  and  Roll  Call 

Members:  Fire  & Life  Safety  Subcommittee:  Jerry  Cunningham,  P.E.;  Charles 

Breidinger,  P.E.;  Oliver  Wen. 

Plumbing,  Mechanical  & Electrical  Subcommittee:  Charles 
Breidinger,  P.E.,  John  Kerley. 

2.0  Discussion  and  possible  action  on  proposed  code  ruling  concerning  "Public  Hallway 
Ventilation  in  Group  R Oooupanoioc”  (minimum  roquiromonte  for  hallway  ventilation). 
Refer  to  San  Francisco  Building  Code  Sections  1203.3,  1005.7,  1009.2.  713,10.  and 
713.11. 

3.0  Dioouooion  and  poooiblc  aotion  on  propocod  oodo  ruling  ooncorning  "Commorcial 
Kitchen  Hoods  and  Kitchen  Ventilation  Systems”  (ventless  hnnrt  systems)  Refer  to 
San  Francisco  Mechanical  Code  Section  507,11,  Exception  2. 

a a 

5 0 Call  for  agenda  items  for  next  meeting. 

b.u  Discussion  and  possible  action  on  meeting  time  for  next  meeting. 

7. 0 Adjournment. 


Mote  to  attendees:  Please  review  the  appropriate  material  and  be  prepared  to  discuss 

technical  changes  at  the  meeting.  If  you  are  unable  to  attend,  please 
notify  Chair  Jerry  Cunningham,  P.E.,  at  (415)668-4252,  or  Charles 
Breidinger,  P.E.  at  (415)550-2334. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francieco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  TOUR  K1UH1 S UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 

in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberadons  arc  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 


03-27-1997  08:45AM 
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DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
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DATE  /April  2, 1997^  Wednesday? 

TIME  : 9:00  a.m.  to  11:00  a.m. 

LOCATION  : 1660  Mission  Street,  Room  3012  (Please  note  location] 


1 .0  Call  to  Order  and  Roll  Call 

Members:  Fire  & Life  Safety  Subcommittee:  Jerry  Cunningham,  P.E.; 

Charles  Breidinger,  P.E.;  Oliver  Wen. 

Plumbing.  Mechanical  & Electrical  SiihcwnmittAP  C.harlpq 
Breidinger,  P.E.,  John  Kerley. 

[This  portion  of  the  meeting  will  be  a Joint  meeting  of  the  Fire  and  Life  Safety  with 
the  Plumbing,  Mechanical  & Electrical  Subcommittee.] 

2.0  Discussion  and  possible  action  on  proposed  code  ruling  concerning  “Commercial 
Kitchen  Hoods  and  Kitchen  Ventilation  Systems”  (ventless  hood  systems).  Refer 
to  San  Francisco  Mechanical  Code  Section  507.1 1,  Exception  2. 

(This  portion  of  the  meeting  will  continue  as  a meeting  of  the  Fire  and  Life  Safety 
Subcommittee  only.] 

3.0  Discussion  of  draft  Chapter  10  of  International  Building  Code  (IBC)  and  possible 
identification  of  major  differences  with  the  San  Francisco  Building  Code. 
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AGENDA 

BUILDING  CODE  ADVISORY  COMMITTEE 

Joint  Meeting  (portion)  of 
Fire  and  Life  Safety  Subcommittee 
with 

Plumbing,  Mechanical  Si  Electrical  Subcommittee 
and 

Meeting  (portion)  of 
Fire  and  Life  Safety  Subcommittee 


DOCUMENTS  DEPT. 
MAR  27  1997 

SAN  FRANCISCO 
PUBLIC  LIBRARY 
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4,0  Discussion  and  possible  action  on  existing  code  rulings: 


BC-504(ri)-1 

BC- 1005-1 
BC-1 720-1 
BC-33Q5(u)-1 
BC -4302(a)  *1 
BC-4302(a)-2 
BC-4303(b)-1 


Openings  in  Ruilding  walls  within  Certain  Distances  of 
Property  Lines 
Plastic  Garbage  Liners 

Underfloor  Fire  Suppression  Computer  Room  Raised  Floors 
Fire  Escapes  Used  lo  Reduce  Travel  Distance 
Analytical  Design  for  Fireproofing  Requirements 
One-hour  Pipe  Columns 
One-Hour  Assemblies 


5.0  Public  Comment. 


6.0  Call  for  agenda  items  for  next  meeting. 

7. 0 Adjournment. 


Note  to  attendees:  Please  review  the  appropriate  material  and  be  prepared  to  discuss 
technical  changes  at  the  meeting.  If  you  are  unable  to  attend, 
please  notify  Chair  Jerry  Cunningham,  P.E.,  at  (415)668-4252,  or 
Charles  Breidinger,  PE.  at  (415)550-2334. 
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DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 


Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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^ DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


AGENDA 

BUILDING  CODE  ADVISORY  COMMITTEE 


DOCUMENTS  DEPT, 

MAY  0 1 1937 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


Fire  and  Life  Safety  Subcommittee 


DATE  : May  7, 1997  (Wednesday) 

TIME  : 9:00  a.m.  to  11:00  a.m. 

LOCATION  : 1660  Mission  Street,  Room  2031  (Plntx  *iote  location] 


1 .0  Call  to  Order  and  Roll  Call 

Members.  Fins  & Life  3afety  Subcommittee:  Jerry  Cunningham,  P.E.;  Charles 
Breidinger,  P.E.;  Oliver  Wen. 

2.0  Discussion  ana  possioie  action  on  me  luiivwmy  cAtouuy  wuc 


BC-504(d)-1 

BC- 1005-1 
BC- 1720-1 
BC-3305(u)-1 
BC-3802(b)-1 
BC-3802(e)-1 

BC-3804-1 

BC4302(a)-1 

BC-4302(a)-2 

RC-4303(b)-1 


Openings  in  Building  Walls  Within  Certain  Distances  of 

Property  Lines 

Plastic  Garbage  Conyainers 

Underfloor  Fire  Suppression,  Computer  Room  Raised  Floors 
Fire  Escapes  Usea  to  Reduce  Travel  Distance 
Sprinkler  Head  Requirements  in  Garbage  Chutes 
Sprinkler  System  Design  Criteria  for  Residential  Dwelling  Units 
and  Guest  Rooms  (R-1 , R-3) 

Fire  Sprinklers  in  Electrical  Rooms 

Analytical  Methods  for  Fire  Proofing  Structural  Members 

Protection  for  One-hour  Pipe  Columns 

One-hour  Assemblies 


3.0  Discussion  of  draft  Chapter  1 0 of  International  Building  Code  (IBC)  and  possible 
identification  of  major  differences  with  the  San  Francisco  Buiioing  toae. 

4.0  Public  Comment. 


5.0  Call  for  agenda  items  for  next  meeting. 

6. 0 Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss 

technical  changes  at  the  meeting.  If  you  are  unable  to  attend, 
please  notify  Chair  Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 
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1 415  558  6474 
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DEPARTMENT  OF  BUILDING  INSPECTION  _ 

City  Si  Countj-  of  Son  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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^ DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


documents  dept. 


^AGENDA 

BUILDING  CODE  ADVISORY  COMMITTEE 
Fire  and  Life  Safety  Subcommittee 


NOV  06  1997 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


DATE 

: November  12, 1997  (Wednesday) 

TIME 

: '3:30  p.m.  to  5:30  a.m. 

LOCATION 

: 1660  Mission  Street,  Room  2031 

[Please  note  location} 

Not©:  Public  comment  will  be  heard  before  each  agenda  item 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Fire  & Life  Safety  Subcommittee:  Jerry  Cunningham,  P.E.;  Charles 

Breidinger,  P.E.,  Oliver  Wen. 

2.0  Discussion  and  possible  action  on  the  following  existing  code  rulings: 


BC-103-1 

DC-507(b)-2 

BC- 1720-1 

BC-3801(a)-1 

BC-3801(d)-1 

BC-3804-1 

DO  OOOC  4 

BC-3805-2 

BC-3805-3 

BC-3805(a)-2 

BC-4302(a)-l 

BC-4302(a)-2 


Sprinkler  System  for  Life  Safety  High-Rise  Buildings 
Sprinkler  Cyotemo  Provided  for  Exolucion  of  Story  Count 
Underfloor  Fire  Suppression,  Computer  Room  Raised  Floors 
Sprinkler  Protection  of  Storage  Occupancies 
Combination  Fire  Services 
Fire  Sprinklers  in  Electrical  Rooms 

Ltiatisn  •<  I !•••  Ualuoo 

Existing  Standpipes 

Fire  Department  Connection  Inlet  Plugs 
Water  Supplies  for  Fire  Department  Standpipes 
Analytical  Methods  fut  File  Pioofing  Structural  Members 
Protection  for  One-hour  Pipe  Columns 


3.0  Public  Comment. 


4 0 Call  fur  agenda  items  fur  next  meeting. 

5.0  Adjournment. 


Note  to  mombcrc.  Ploaco  review  tho  appropriate  matorial  and  bo  prepared  to  diecuee 
technical  changes  at  the  meeting.  If  you  are  unable  to  attend, 
please  notify  Chair  Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 
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1 415  558  6474 


DEPARTMENT  OF  BUILDING  INSPECTION 

City  & Count y vf3au  Ftauclsco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government's. duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 


Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
oaGurco  that  deliberations  arc  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 


FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDFR 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE.  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of.San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 

AGENDA  DEC  1 0 ' 


CODE  ADVISORY  COMMITTEE 
Joint  meeting  of  the 
Plumbing  & Mechanical  Subcommittee 
and  the 

Fire  and  Life  Safety  Subcommittee 


i//4/4  7 

©\  nIA 


DATE 

TIME 

LOCATION 


December  16, 1997  (Tuesday) 
3:30  p.m.  to  5:30  a.m. 

1 660  Mission  Street,  Room  2031 


Note:  Public  comment  will  be  heard  before  each  agenda  item. 


1.0 


Call  to  Order  and  Roll  Call 

Members:  Fire  & Life  Safety  Subcommittee:  Jerry  Cunningham,  P.E.;  Charles 

Breidinger,  P.E. 

Plumbing  & Mechanical  Subcommittee:  Charles  Breidinger,  P.E. 


2.0 

3.0 


4.0 


Discussion  and  possible  recommendations  on  the  use  of  plastic  piping  for  flues  of 
high-efficiency  condensing-type  heating  units.  [Charles  Breidinger] 


Discussion  and  possible  action  on  the  following  existing  code  rulings  [Jerry 
Cunningham]: 


BC-103-1 
BC-507(b)-2 
BC-1 720-1 
BC-3801(a)-1 
BC-3801  d -1 
BC-3804-1 
BC-3805-1 
BC-3805-2 
BC-3805-3 
BC-3805(a)-2 
BC-4302  a -1 
BC-4302  a -2 


Sprinkler  System  for  Life  Safety  High-Rise  Buildings 

Sprinkler  Systems  Provided  for  Exclusion  of  Story  Count 

Underfloor  Fire  Suppression,  Computer  Room  Raised  Floors 

Sprinkler  Protection  of  Storage  Occupancies 

Combination  Fire  Services 

Fire  Sprinklers  in  Electrical  Rooms 

Location  of  Standpipe  Hose  Valves 

Existing  Standpipes 

Fire  Department  Connection  Inlet  Plugs 

Water  Supplies  for  Fire  Department  Standpipes 

Analytical  Methods  for  Fire  Proofing  Structural  Members 

Protection  for  One-hour  Pipe  Columns 


Copies  of  the  Code  Rulings  are  available  for  review  at  the  San  Francisco  Permit 
Center,  3 Floor  Counter,  1660  Mission  Street. 


Public  Comment. 


5.0  Call  for  agenda  items  for  next  meeting. 

6.0  Adjournment. 


Note  to  members: 


P:\PlR6LIFE.AGW1  M2.97.ACN 


Please  review  the  appropriate  material  and  be  prepared  to  discuss 
technical  changes  at  the  meeting.  If  you  are  unable  to  attend,  please 
notify  Chair  Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 


12-10-1997 


02:39PM 
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DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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£ CODE  ADVISORY  COMMITTEE 
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n./i 

Fire  and  Life  Safety  Subcommittee 

i 

DATE 

: January  14, 1998  (Wednesday) 

TIME 

: 3:30  p.m.  to  5:30  p.m. 

LOCATION  : 1 660  Mission  Street,  Room  2031 

Note: 

Public  comment  will  be  heard  during  each  agenda  item. 

1.0 

Call  to  Order  and  Roll  Call 

Members:  Fire  & Life  Safety  Subcommittee:  Jerry  Cunningham,  P.E.;  Charles 

Breidinger,  P.E. 

• 

2.0 

Discussion  and  possible  action  on  the  following  existing  code  rulings  [Jerry 
Cunningham]: 

BC-507(b)-2  Sprinkler  Systems  Provided  for  Exclusion  of  Story  Count 

BC-3801  (d)-1  Combination  Fire  Services 

3.0 

4.0 

5.0 

6.0 


BC-3805-1  Location  of  Standpipe  Hose  Valves 

BC-3805-3  Fire  Department  Connection  Inlet  Plugs 

BC-3805(a)-2  Water  Supplies  for  Fire  Department  Standpipes 
BC-4302(a)-2  Protection  for  One-hour  Pipe  Columns 

Copies  of  the  Code  Rulings  are  available  for  review  at  the  San  Francisco  Permit 
Center,  3rd  Floor  Counter,  1 660  Mission  Street. 

Discussion  of  existing  San  Francisco  Amendments  in  Chapter  3 of  the  1995  San 
Francisco  Building  Code  (SFBC)  and  possible  action  regarding  carry-over  to  the  1998 
SFBC. 

Public  comment  on  items  not  on  the  agenda. 

Call  for  agenda  items  for  next  meeting. 

Adjournment. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duly  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 


Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
AGENDA 

CODE  ADVISORY  COMMITTEE 
^ Fire  and  Lite  Safety  Subcommittee 


DOCUMENTS  be? 

FEB  0 6 1998 

8AM  FRAMCS500 
PUBLIC  LtoRAHY 


DATE  : February  11, 1998  (Wednesday) 

TIME  : 3:30  p.m.  to  5:30  p.m. 

LOCATION  : 1 660  Mission  Street,  Room  2031 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302, 1 650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Fire  & Life  Safety  Subcommittee:  Jerry  Cunningham,  P.E.:  Charles  Breidinger,  P.E. 

2.0  Review  and  discussion  of  standing  (existing)  code  rulings  related  to  the  San  Francisco  Building 
Code  which  were  assigned  to  this  subcommittee  by  the  Code  Advisory  Committee  (CAC).  The 
purpose  of  this  review  is  to  make  recommendations  to  the  CAC  on  each  of  these  code  rulings  as 
to  whether  they  should  be  revised,  updated,  or  expired.  The  code  rulings  which  will  be  reviewed 
include  the  following: 

BC  507(b)-2  Sprinkler  Systems  Provided  for  Exclusion  of  Story  Count 

BC-3801  (d)-i  Combination  Fire  Services 

BC-4302(a)-2  Protection  for  One-hour  Pipe  Columns 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapter  3 of  the 
1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of  recommendations  to  the 
Code  Advisory  Committee.  The  recommendations  made  will  either  be  to  keep  or  revise  an 
amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments.  The  Amendments 
which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapter  3 Amendments)  include  the 
following: 


Chapter  3 

jjgffi* 

1 

3 

5 

12 


SFBC  Section  # Topic 

302.1  Except'n  5 One-hour  Occupancy  Separation  at  Home  Offices 

305.2.3  Requirements  for  day-care  facilities  above  the  2nd 

floor  of  buildings  of  fire-resistive  construction. 

305.9  Interconnection  of  more  than  one  fire  alarm  system. 

308.8  Requirements  for  Special  Hazards  in  Group  I 

(Institutional)  Occupancies. 
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24  310.15.3  Fire  extinguisher  requirements  for  Large-Family  Day 

Care  Flomes. 

27  31 1 .6  Exception  Ramp  enclosures  for  parking  garages. 

32  312.6  Requirements  for  Agricultural  Buildings. 

33  312.7  Requirements  for  garage  door  springs. 

4.0  Public  Comment. 

5.0  Call  for  agenda  items  for  next  meeting. 

6.0  Adjournment. 

Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 
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SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  o|i>an  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


2/./V 

^CODE  ADVISORY  COMMITTEE 

1 

Phi 

Joint  Meeting  of  the 
/Fire  and  Life  Safety  Subcommittee 
and  the 

Plumbing,  Mechanical  & Electrical  Subcommittee 

DATE 

March  11,1 998  (Wednesday) 

TIME 

: 3:30  p.m,  to  5:30  p.m. 

LOCATION 

: 1 660  Mission  Street,  Room  2031 

documents  dept, 
MAR  0 6 1998 

SAN  FRANGSS-0 

PUBLIC  LIBRARY 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda  items 

are  available  for  review  at  Suite  302, 1650  Mission  Street.  For  information,  please  call  Senior  Building 
Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Fire  & Life  Safety  Subcommittee:  Jerry  Cunningham,  P.E.;  Charles  Breidinger,  P.E. 

Plumbing,  Mechanical  & Electrical  Subcommittee:  Charles  Breidinger,  P.E. 

2.0  Report  and  discussion  regarding  the  final  drafts  of  updated  corrections  to  the  1995  San  Francisco 
Mechanical  Code  and  1995  San  Francisco  Plumbing  Code.  Formulation  of  recommendations  to  the 
Code  Advisory  Committee  (CAC)  for  forwarding  to  the  Building  Inspection  Commission  (BlC)  regarding 
approval  of  the  final  drafts. 

3.0  Review  of  and  possible  action  on  standing  (existing)  code  rulings  related  to  the  San  Francisco  Building 
Code  which  were  assigned  to  this  subcommittee  by  the  Code  Advisory  Committee  (CAC).  The 
purpose  of  this  review  is  to  make  recommendations  to  the  CAC  on  each  of  these  Code  Rulings  as  to 
whether  they  should  be  revised,  updated,  or  expired.  The  Code  Rulings  which  wilt  be  reviewed 
include  the  following: 

a.  BC-1205(c)-1  Sink  Required  in  Guest  Room  with  Cooking  Facilities 

b.  BC-1713-1A  Installation  of  Thermal  Insulation  in  Existing  Buildings  Containing  Knob-and- 

Tube  Electrical  Wiring 

4.0  Review  of  and  possible  action  on  BC-502-1  "Live-Work  Quarters,”  a standing  (existing)  code  ruling 
related  to  the  San  Francisco  Building  Code.  The  purpose  of  this  review  is  to  recommend  to  the  full 
Code  Advisory  Committee  (CAC)  whether  this  code  ruling  should  be  revised,  updated,  or  expired. 

5.0  Discussion  and  possible  action  regarding  emergency  egress/rescue  window  and  security  gate  locking 
requirements,  including  changes  to  the  San  Francisco  Housing  Code  regarding  Core  Enforcement 
Rehabilitation  (CERF)  loan  fund  to  fund  repair  of  non-conforming  window  bars  and  gates,  retroactive 
requirements  for  such  emergency  egress/rescue  windows  and  operable  gates  for  existing  R-3 
occupancies,  additional  penalties  for  non-compliance,  and  other  changes  related  to  emergency 
egress/rescue  windows  and  gates. 
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6.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapter  3 and  Chapter  4 
of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of  recommendations  to  the 
Code  Advisory  Committee.  The  recommendations  made  will  be  to  keep  or  revise  an  amendment,  or  to 
delete  ir  from  the  proposed  1998  SFBC  Amendments.  The  Amendments  which  will  be  reviewed  (as 
listed  in  the  1995  SFBC  Chapter  3 and  Chapter  4 Amendments)  include  the  following: 


Chapter  # 
- Item  # 

SFBC  Section  # 

Topic 

3-9 

307.2.1 

Group  H Occupancies  in  basements 

3-13 

310.2.2 

Partition  between  kitchen  and  sleeping  room. 

3-27 

31 1 .6  Exception 

Ramp  enclosures  for  parking  garages 

4-3 

403.1.1  Exc.2.4 

‘enforcing  agency'  per  T-24,  or  Director  and  the  Fire 

4-12 

403.5.2 

Department  per  SFBC 

4-4 

403.1.2 

'fire  authority  having  jurisdiction'  per  T-24,  or  'Director  & the 
Fire  Department’  per  SFBC 

4-5 

403.1.2  Note 

‘enforcing  agency’  per  T-24  or  'Director  and  the  Fire 
Department;’  ‘fire  department,'  or  ‘Fire  Department’  per 
SFBC 

4-6 

403.1.4 

Reference  NFPA  72  for  high-rise  fire  alarm  systems. 

4-8 

403.2.1 

‘UBC  Standard  9-1’  per  T-24  or  ‘Chapter  9'  per  SFBC  or 
•NFPA  13.' 

4-14 

403.5.3 

Location  of  fire  fighters’  telephones  or  jacks. 

4-15 

403.5.3.1 

‘enforcing  agency  having  jurisdiction’  per  T-24,  or  ‘Fire 
Department'  per  SFBC 

4-16 

403.5.3.2 

‘enforcing  agency'  per  T-24,  or  "Fire  Department’  per 

4-38 

40316.6 

SFBC 

4-21 

403.6.1 

'enforcing  agency  having  jurisdiction’  per  T-24,  or  'Director 
and  the  Fire  Department'  per  SFBC 

4-25 

403.10 

Seismic  considerations  for  anchoring  mechanical 
equipment 

4-26 

403.11.2  Exception 

‘enforcing  agency'  per  T-24,  or  'Department  of 

4-27 

403-11.4 

Building  Inspection  and  the  Fire  Department'  per 

4-29 

403.14.1 

SFBC 

4-30 

403.14.1  Note 

4-32 

403.114.4 

4-33 

403.15.2 

4-35 

403.16.2 

4-36 

403.16.3 

4-37 

403.16.5 

4-39 

403.17 

4-41 

403.21 

4-28 

403.13.2  Exception 

’enforcing  agency’  per  T-24,  or  'Department  of 

4-31 

4-40 

403.14.3 

403.20 

Building  Inspection'  per  SFBC 

( 
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4-34 

403.16.1  Exceps  1, 2 

‘enforcing  agency'  per  T-24,  or  ‘Department  of  Building 
Inspection  and  the  Fire  Department'  per  SFBC;  'enforcing 
agency’  per  T-24,  or  ‘Department  of  Building  Inspection'  per 
SFBC 

4-45 

408.5 

Fire  alarm  system  in  amusement  building. 

4-47 

418.1 

‘NFPA  50. 1990  Edition’  per  T-24,  or  ‘NFPA’  per  SFBC 

4-43 

4-48 

403.25.3.2 

4182 

'California  Electrical  Code'  per  T-24,  or  'Electrical 
Code'  per  SFBC 

4-49 

4-51 

418.3 

418.5 

‘California  Mechanical  Code’  per  T-24,  or 
‘Mechanical  Code*  per  SFBC 

4-50 

418.4 

‘California  Plumbing  Code'  per  T-24,  or  ‘Plumbing  Code' 
per  SFBC 

7.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  and  1 5 minutes  total  time. 

8 0 Subcommittee  Member's  and  Staff's  identification  of  agenda  items  for  the  next  meeting,  as  well  as 
current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special  meeting. 
Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related  to  building 
codes 

9.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical  changes 

at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (415)  668-4252.  ' 
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DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103*2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  (San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


AGENDA 

^code  advisory  committee 


Joint  Meeting  of  the 
^ Fire  and  Life  Safety  Subcommittee 
and  the 

Plumbing,  Mechanical  & Electrical  Subcommittee 


DOCUMENTS  DEPT. 

APR  0 6 1998 

SAN  FRANC’S,.  3 
PUBLIC  LIBRARY 


DATE  : April  8, 1998  (Wednesday) 

TIME  : 3:30  p.m.  to  5:30  p.m. 

LOCATION  : 1660  Mission  Street,  Room  2031 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda  items 

are  available  for  review  at  Suite  302, 1650  Mission  Street.  For  information,  please  call  Senior  Building 
Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Fire  & Life  Safety  Subcommittee:  Jerry  Cunningham,  P.E.;  Charles  Breidinger,  P.E. 

Plumbing,  Mechanical  & Electrical  Subcommittee:  Charles  Breidinger,  P.E. 

2.0  Review  of  and  possible  action  on  standing  (existing)  code  rulings  related  to  the  San  Francisco  Building 
Code  which  were  assigned  to  this  subcommittee  by  the  Code  Advisory  Committee  (CAC).  The 
purpose  of  this  review  is  to  make  recommendations  to  the  CAC  on  each  of  these  Code  Rulings  as  to 
whether  they  should  be  revised,  updated,  or  expired.  The  Code  Rulings  which  will  be  reviewed 
include  Ihe  following: 

a.  BC-105-5  Approval  of  Alternate  Electric  Products  of  Construction 

b.  BC-330-1 A Electric  Permit  Fees 

c.  BC-330-2A  Plumbing  Permit  Fees 

3.0  Review  of  and  possible  action  on  BC-502-1  “Live-Work  Quarters,’'  a standing  (existing)  code  ruling 
related  to  the  San  Francisco  Building  Code.  The  purpose  of  this  review  is  to  recommend  to  the  full 
Code  Advisory  Committee  (CAC)  whether  this  code  ruling  should  be  revised,  updated,  or  expired. 

4.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapter  3 and  Chapter  4 
of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of  recommendations  to  the 
Code  Advisory  Committee  The  recommendations  made  will  be  to  keep  or  revise  an  amendment,  or  to 
delete  ir  from  the  proposed  1 998  SFBC  Amendments  The  Amendments  which  will  be  reviewed  (as 
listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  8,  9 and  10  Amendments)  include  the  following: 


Chapter  # SFBC  Section  # 

- Item  # 

3-9  307.2.1 


3- 27  311.6  Exception 

4- 1  402.11 


Topic 

Group  N Occupancies  in  basements 
Ramp  enclosures  for  parking  garages 
Elevators  Opening  onto  Atria 
High  rise  definition:  T-24  or  SFBC 


403.1 


Apt — 03  - 98 


16:32 


P . 03 


4-6  403-1 .4  Reference  NFPA  72  for  high-rise  fire  alarm  systems. 

4-8  403.2. 1 UBC  Standard  9-1 ' per  T-24  or  ‘Chapter  9'  per  SFBC  or 

‘NFPA  13.’ 


4-9  403.2.1 

4-10  403-2.2 

4-13  403.5.2 

4-14  403.5.3 

4-17  403.5.3.3 

4-18  403.6.1 

4-23  403.8.1 

4-24  4038  1 

4-25  403.10 

4- 45  408.5 

5- 9  504.6.1 

6- 4  604.4.3 

6-5  606.4.3 

8-3  803 

8-4  807.1.1 

8-5  808 

8- 6  Tables  8-C  and  8-D 

9- 16  905.17 


High  rise  sprinkler  / standpipe  system:  1 fire  pump  or  2 fire 
pumps  per  SFBC 

High-rise  modifications:  T-24  requirements  or  T-24  plus 
additional  SFBC  requirement  (all  fire  resistive  construction 
at  least  1 -hr) 

High-rise  fire  alarm  system:  T-24  requirements  or  T-24  plus 
additional  SFBC  requirement  (speaker  in  rooms  / areas  with 
more  than  49  occupants) 

High-rise  fire  fighters’  telephone  or  telephone  jacks;  ‘at 
entries  into  enclosed  stairways'  per  T-24  or  ‘at  entries  into 
enclosed  stairways  at  each  lever  per  SFBC 

High-rise  fire  alarm  system:  T-24  requirements  (SFM 
special  provisions)  or  delete  per  SFBC 

High-rise  fire  command  room:  ‘96  sq  ft  minimum’  per  T-24 
or  ’90  sq  ft  minimum  superficial  floor  area’  per  SFBC;  ‘1  -hr 
occupancy  separation'  per  T-24  or  '1  -hr  fire-resistive 
construction  with  45  minute  openings'  per  SFBC 

High-rise  standby  power  fuel  supply:  T-24  requirements  (6 
hrs  at  full  demand,  8 hrs  with  fire  pumps)  or  SFBC 
requirements  (8  hrs  at  full  demand) 

High-rise  standby  power  capacity:  All  facilities 
in. . 403.4, ..per  T-24,  or  T-24  plus  smoke  control 
system... per  SFBC. 

Seismic  considerations  for  anchoring  mechanical 
equipment 

Fire  alarm  system  in  amusement  buildings:  Fire  alarm 
requirements  per  T-24  or  delete  per  SFBC 

Area  separation  walls 

Stairway  construction  for  Type  III  buildings 

Stairway  construction  for  Type  V buildings 

Application  of  controlled  interior  finish 

Wood  framing  of  toilet  room  floors 

Maximum  allowable  smoke  density 

Smoke  density  classification 

Alternate  smoke  control  system 

Alternate  smokeproof  enclosure 
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5.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  and  1 5 minutes  total  time. 

6 0 Subcommittee  Member's  and  Staff's  identification  of  agenda  items  for  the  next  meeting,  as  well  as 
current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special  meeting. 
Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related  to  building 
codes. 

7.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical  changes 

at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duly  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHT'S  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  TOE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 


P * 05 


18  : 03 


DEPARTMKNT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


II-  H 

AGENDA 

DOCUMENTS  DEPT. 

CODE  ADVISORY  COMMITTEE 

WAY  o 7 1998 

Joint  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 
and  the 

Plumbing,  Mechanical  & Electrical  Subcommittee 

SAN  FRANCISCO 

PUBLIC  LIBRARY 

DATE 

May  13, 1998  (Wednesday) 

TIME 

: 3:30  p.m.  to  5:30  p.m. 

LOCATION 

: 1660  Mission  Street,  Room  2031 

Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302,  1650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 0 Call  to  Order  and  Roll  Call 

Members:  Fire  & Life  Safety  Subcommittee:  Jerry  Cunningham,  P.E.;  Charles  Breidinger,  P.E. 

Plumbing,  Mechanical  & Electrical  Subcommittee:  Charles  Breidinger,  P.E. 

2.0  Review  of  and  possible  action  on  standing  (existing)  code  rulings  related  to  the  San  Francisco 
Building  Code  which  were  assigned  to  this  subcommittee  by  the  Code  Advisory  Committee 
(CAC).  The  purpose  of  this  review  is  to  make  recommendations  to  the  CAC  on  each  of  these 
Code  Rulings  as  to  whether  they  should  be  revised,  updated,  or  expired.  The  Code  Rulings 
which  will  be  reviewed  include  the  following: 

a.  BC-330-1A  Electric  Permit  Fees 

b BC-330-2A  Plumbing  Permit  Fees 

3.0  Review  of  and  possible  action  on  BC-502-1  "Live-Work  Quarters,”  a standing  (existing)  code 
ruling  related  to  the  San  Francisco  Building  Code.  The  purpose  of  this  review  is  to  recommend 
to  the  full  Code  Advisory  Committee  (CAC)  whether  this  code  ruling  should  be  revised,  updated, 
or  expired. 

4.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5,  6, 
7 and  8 of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments.  The 
Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4.  5.  6,  7,  and  8 
Amendments)  include  the  following: 


Chapter  # 
^-Item 

SFBC  Section  # 

Topic 

3-9 

307.2.1 

Group  H Occupancies  in  basements 

3-21 

310.10 

Fire  alarm  systems  in  R-1  Occupancies. 

3-23 

310.14.12.1 

Fire  alarm  systems  in  existing  R-1  Occupancies 

3-34 

Table  3-B,  footnote  7 

Occupancy  separation  between  S-3  and  U-1 
Occupancies 

4-1 

402.11 

Elevators  Opening  onto  Atria 

May-06-98 


IS  : 03 


P . 06 


4-8 

403.2.1 

'UBC  Standard  9-1  ’ per  T-24  or  'Chapter  9*  per  SFBC  or 
'NFPA  13.’ 

4-9 

403.2.1 

High  rise  sprinkler  / standpipe  system:  1 fire  pump  or  2 
fire  pumps  per  SFBC 

4-10 

403.2.2 

High-rise  modifications:  T-24  requirements  or  T-24  plus 
additional  SFBC  requirement  (all  fire  resistive 
construction  at  least  l-hr) 

4-13 

403.5.2 

High-rise  fire  alarm  system:  T-24  requirements  or  T-24 
plus  additional  SFBC  requirement  (speaker  in  rooms  / 
areas  with  more  than  49  occupants) 

4-17 

403.5.3.3 

High-rise  fire  alarm  system:  T-24  requirements  (SFM 
special  provisions)  or  delete  per  SFBC 

4-23 

403.8.1 

High-rise  standby  power  fuel  supply:  T-24  requirements 
(6  nrs  at  full  demand,  8 hrs  with  fire  pumps)  or  SFBC 
requirements  (8  hrs  at  full  demand) 

4-25 

403.10 

Seismic  considerations  for  anchoring  mechanical 
equipment 

5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

5-10 

506 

Maximum  height  of  buildings 

6-1 

601.2 

Mixed  type  of  construction 

7-2 

709.4.1 

Parapet  exception  for  roof  openings  near  1 -hr  exterior 
wall 

7-4 

713.1 

Fire  resistive  assemblies 

8-2 

802.2 

Smoke  density  classification 

8-3 

803 

Application  of  controlled  interior  finish 

5.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  and  15  minutes  total  time. 

6.0  Subcommittee  Member's  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as  well 
as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related 
to  building  codes. 

7.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  It  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


AGENDA 


'9i/n 


CODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 


DOCUMENTS  DEPT, 

MAY  1 9 1998 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


DATE  . May  27, 1998  (Wednesday) 

TIME  : 3:30  p m.  to  5:30  p.m. 

LOCATION  : 1660  Mission  Street,  Room  2031 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302, 1650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Fire  & Life  Safety  Subcommittee:  Jerry  Cunningham,  P.E.;  Charles  Breidinger,  P.E. 

2.0  Review  and  approval  of  Meeting  Minutes  of  regular  meeting  of  May  13,  1998 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3.4,  5,  6, 

7 and  8 of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments.  The 
Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  7,  and  8 
Amendments)  include  the  following: 

Chapter  # SFBC  Section  # Topic 

- Item  # 

3-9  307.2.1  Group  H Occupancies  in  basements 

3-21  310.10  Fire  alarm  systems  in  R-1  Occupancies. 

3-23  310.14.12  1 Fire  alarm  systems  in  existing  R-1  Occupancies 

3- 34  Table  3-B,  footnote  7 Occupancy  separation  between  S-3  and  U-1 

Occupancies 

4- 1  402.11  Elevators  Opening  onto  Atria 

4-8  403.2.1  'UBC  Standard  9-1  ’ per  T-24  or  ‘Chapter  9’  per  SFBC  or 

■NFPA  13.' 
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4-9 

403.2.1 

High  rise  sprinkler  / standpipe  system:  1 fire  pump  or  2 
fire  pumps  per  SFBC 

4-10 

403.2.2 

High-rise  modifications:  T-24  requirements  or  T-24  plus 
additional  SFBC  requirement  (all  fire  resistive 
construction  at  least  1-hr) 

4-13 

403.5.2 

High-rise  fire  alarm  system:  T-24  requirements  or  T-24 
plus  additional  SFBC  requirement  (speaker  in  rooms  / 
areas  with  more  than  49  occupants) 

4-17 

40353.3 

High-rise  fire  alarm  system:  T-24  requirements  (SFM 
special  provisions)  or  delete  per  SFBC 

4-23 

403.8.1 

High-rise  standby  power  fuel  supply:  T-24  requirements 
(6  hrs  at  full  demand,  8 hrs  with  fire  pumps)  or  SFBC 
requirements  (8  hrs  at  full  demand) 

5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

5-10 

506 

Maximum  height  of  buildings 

6-1 

601.2 

Mixed  type  of  construction 

7-2 

709.4.1 

Parapet  exception  for  roof  openings  near  1-hr  exterior 
wall 

7-4 

713.1 

Fire  resistive  assemblies 

8-2 

802.2 

Smoke  density  classification 

8-3 

803 

Application  of  controlled  interior  finish 

5.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  and  15  minutes  total  time. 

6 0 Subcommittee  Member's  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as  well 
as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related 
to  building  codes. 

7.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 


City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94 103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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x DEPARTMENT  OF  BUILDING  INSPFXTION 


City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


AGENDA 


DOCUMENTS  dept. 
JUN  0 5 1998 


f/./Y 


^CODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 


DATE 


: June  10, 1998  (Wednesday) 
3:30  p.m.  to  5:30  p.m. 


TIME 


LOCATION  : 1 660  Mission  Street,  Room  2031 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302,  1650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Fire  & Life  Safety  Subcommittee:  Jerry  Cunningham,  P.E.;  Charles  Breidinger,  P.E. 

2.0  Review  and  approval  of  Meeting  Minutes  of  special  meeting  of  May  27,  1998- 

3.0  Review  of  and  possible  action  on  BC-502-1  “Live-Work  Quarters,"  a standing  (existing)  code 
ruling  related  to  the  San  Francisco  Building  Code.  The  purpose  of  this  review  is  to  recommend 
to  the  full  Code  Advisory  Committee  (CAC)  whether  this  code  ruling  should  be  revised,  updated, 
or  expired. 

4.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5,  6,7 
and  8 of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments.  The 
Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  7,  and  8 
Amendments)  include  the  following: 


Chapter  # SFBC  Section  # 
- Item  # 


Topic 


3-9  307.2.1 


Group  H Occupancies  in  basements 
Fire  alarm  systems  in  R-1  Occupancies. 

Fire  alarm  systems  in  existing  R-1  Occupancies 


3-21  310.10 


3-23  310.14.12. 


3-34  Table  3-B,  footnote  7 Occupancy  separation  between  S-3  and  U-1 
Occupancies 


4-1  402.11 


Elevators  Opening  onto  Atria 


4-8  403.2.1 


'UBC  Standard  9 T per  T-24  or  ‘Chapter  9'  per  SFBC  or 
'NFPA  13.’ 


< 


( 
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4-9  403.2.1 

4-10  4032.2 

4-13  403.5.2 

4-17  403.5.3.3 

4- 23  4038.1 

5- 3  503.2.1 


High  rise  sprinkler  / standpipe  system:  1 fire  pump  or  2 
fire  pumps  per  SFBC 

High-rise  modifications;  T-24  requirements  or  T-24  plus 
additional  SFBC  requirement  (all  fire  resistive 
construction  at  least  1 -hr) 

High-rise  fire  alarm  system:  T-24  requirements  or  T-24 
plus  additional  SFBC  requirement  (speaker  in  rooms  / 
areas  with  more  than  49  occupants) 

High-rise  fire  alarm  system:  T-24  requirements  (SFM 
special  provisions)  or  delete  per  SFBC 

High-rise  standby  power  fuel  supply:  T-24  requirements 
(6  hrs  at  full  demand,  8 hrs  with  fire  pumps)  or  SFBC 
requirements  (8  hrs  at  full  demand) 

Court  walls  at  right  angle  to  property  line 


5-4  503.3 


Openings  in  court  walls 


5- 10  506 

6- 1  601.2 

7-2  709.4.1 


Maximum  height  of  buildings 
Mixed  type  of  construction 

Parapet  exception  for  roof  openings  near  1 -hr  exterior 
wall 


7-4  713.1 


Fire  resistive  assemblies 


8-2  802.2  Smoke  density  classification 

8-3  803  Application  of  controlled  interior  finish 


5.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  and  15  minutes  total  time. 

6.0  Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as  well 
as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related 
to  building  codes. 

7.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  ofi>an  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
AGENDA 

CODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
^Fire  and  Life  Safety  Subcommittee 


/‘ft 


: ,June  24, 1998  (Wednesday) 


TIME  3:30  p.m.  to  5:30  p.m. 


LOCATION  : 1 660  Mission  Street,  Room  2031 


DOCUMENTS  DEPT. 

JUN 1 8 1998 
san  pRAN£isABV 

PUBLIC  LIBRAS 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302, 1650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Fire  & Life  Safety  Subcommittee:  Jerry  Cunningham,  P.E.;  Charles  Breidinger,  P.E. 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  June  10,  1998 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5,  6,7 
and  8 of  the  1995  Sar  Francisco  Building  Code  (SFBC)  and  possible  formulation  o< 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments.  The 
Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5.  6,  7,  and  8 
Amendments)  include  the  following: 

Chapter#  SFBC  Section  # Topic 

- Item  # 


3-21 

3-23 

3-34 


4-1 

4-8 

4-9 


4-10 


310.10  Fire  alarm  systems  in  R-1  Occupancies. 

310.14.12.1  Fire  alarm  systems  in  existing  R-1  Occupancies 

Table  3-B,  footnote  7 Occupancy  separation  between  S-3  and  U-1 
Occupancies 

402.1 1 Elevators  Opening  onto  Atria 

403.2.1  "UBC  Standard  9-1'  per  T-24  or  ‘Chapter  9’  per  SFBC  or 
‘NFPA  13.’ 

403.2.1  High  rise  sprinkler  / standpipe  system:  1 fire  pump  or  2 
fire  pumps  per  SFBC 

403.2.2  High-rise  modifications:  T-24  requirements  or  T-24  plus 
additional  SFBC  requirement  (all  fire  resistive 
construction  at  least  1 -hr) 


Jun- 18-98  09:47 
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4-13  403,5.2 

4-17  403.5.3.3 

4- 23  403.8.1 

5- 3  503.2.1 


High-rise  fire  alarm  system:  T-24  requirements  or  T-24 
plus  additional  SFBC  requirement  (speaker  in  rooms  / 
areas  with  more  than  49  occupants) 

High-rise  fire  alarm  system:  T-24  requirements  (SFM 
special  provisions)  or  delete  per  SFBC 

High-rise  standby  power  fuel  supply:  T-24  requirements 
(6  hrs  at  full  demand,  8 hrs  with  fire  pumps)  or  SFBC 
requirements  (8  hrs  at  full  demand) 

Court  walls  at  right  angle  to  property  line 


5-4  503.3  Openings  in  court  walls 

5-10  506  Maximum  height  of  buildings 


5- 1 3 Table  5-A,  Footnote  7 Exterior  wall  protection 


5- 14  Table  5-B,  Footnote  12  Non-combustible  floors 

6- 1  601.2  Mixed  type  of  construction 

6- 6  Table  6-A,  Footnote  4 Fire-proofing  of  lateral  bracing 

7- 2  709.4.1  Parapet  exception  for  roof  openings  near  1 -hr  exterior 

wall 


7-4  713.1  Fire  resistive  assemblies 

7-5  713.15  Sprinkler  alternate  for  window  assemblies 

7-6  Table  7-A,  Footnote  12  Fireproofing  of  interior  spans  of  prestressed  concrete 


8-2  802.2 

8-3  803 


Smoke  density  classification 
Application  of  controlled  interior  finish 


4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  and  15  minutes  total  time. 

5.0  Subcommittee  Member  s and  Staff's  identification  of  agenda  items  for  the  next  meeting,  as  well 
as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related 
to  building  codes. 

6.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 


« 


i 


« 


Jul -03-98 


10:55 


P . 05 


DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
AGENDA 

^CODE  ADVISORY  COMMITTEE 
Special  Meeting  of  the 


Fire  and  Life  Safety  Subcommittee 

DATE 

July  8, 1998  (Wednesday) 

TIME 

3:30  p.m,  to  5:30  p.m. 

LOCATION 

: 1660  Mission  Street,  Room  2031 

DEPT. 

JUL031998 

San  FRANCISCO 

PUBLIC  LIBRARY 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to 

agenda  items  are  available  for  review  at  Suite  302,  1650  Mission  Street.  For  information, 
please  call  Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 0 Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E 
Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  June  24,  1 998 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4, 
5,  6,7  and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1 998  SFBC  Amendments. 
The  Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  7, 
and  10  Amendments)  include  the  following: 


Chapter  # 
- Item  # 

SFBC 
Section  # 

Topic 

3-34 

Table  3-B,  footnote  7 

Occupancy  separation  between  S-3  and  U-1 
Occupancies 

4-1 

402.11 

Elevators  opening  onto  atria 

4-13 

403.5.2 

High-rise  fire  alarm  system:  T-24 
requirements  or  T-24  plus  additional  SFBC 
requirement  (speaker  in  rooms  / areas  with 
more  than  49  occupants) 

4-17 

403.5.3.3 

High-rise  fire  alarm  system:  T-24 
requirements  (SFM  special  provisions)  or 
delete  per  SFBC 

4-53 

420 

Raised  computer  floors 

5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503  3 

Openings  in  court  walls 

' 


< 
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5-10 

5-13 

5-14 

5-14 

5- 14 

6- 1 
7-2 

7-4 

7-5 

7-6 

10-1 

10-8 

10-11 

10-12 

10-13 

10-22 

10-24 

10-25 


506 

Table  5-A,  Footnote  7 
Table  5-B,  Footnote  10 

Table  5-B,  Footnote  11 

Table  5-B,  Footnote  12 

601.2 

709.4.1 

713.1 
713.15 

Table  7-A,  Footnote  12 

1001.2.16.1 
1003.5.  Exception  4 
1005.1 

1005.7,  Exception  5 
1005.9 

1009.1 . Exception  3 

1013.3 

10134 


Maximum  height  of  buildings 
Exterior  wall  protection 

Restrictions  on  basements  in  A-2,  2-1, 3,  4;  E- 
1, 2, 3;  H-3,  4,  5;  1-2  occupancies 

Restrictions  on  basements  in  E-1, 2,  2;  R-1 
occupancies 

Non-combustible  floor  construction  in  H-2,  3, 
4,  5 occupancies 

Mixed  type  of  construction 

Parapet  exception  for  roof  openings  near  1-hr 
exterior  wall 

Fire  resistive  assemblies 

Sprinkler  alternate  for  window  assemblies 

Fireproofing  of  interior  spans  of  prestressed 
concrete 

Definition  of  private  corridor 

Exits  through  rooms  subject  to  locking 

Definition  of  corridor 

Construction  of  private  corridors 

Fire  escapes  projecting  into  areas  where 
openings  are  prohibited 

Enclosure  of  vehicle  ramps 

Exit  sign  illumination 

Exit  sign  power  supply 


4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  and  15  minutes  total 
time. 

5 0 Subcommittee  Member's  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as 
well  as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or 
special  meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative 
issues  related  to  building  codes. 

6.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duly  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  die  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
^AGENDA 


CODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
^ Fire  and  Life  Safety  Subcommittee 


documents  dept 

JUL1  01998 


SAN 


FRANC' 


iSCO 


PU9UCUBBABT 


DATE  July  15, 1998  (Wednesday) 

TIME  3:30  p.m.  to  5:30  p.m. 

LOCATION  ; 1 660  Mission  Street,  Room  2031 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to 

agenda  items  are  available  for  review  at  Suite  302,  1650  Mission  Street.  For  information, 
please  call  Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004, 

1 0 Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  July  15,  1998 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4, 
5,  6,7  and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments. 
The  Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  7, 
and  10  Amendments)  include  the  following: 

Chapter  # SFBC  Topic 

---ItemJ Section  j 


3-27 

3- 34 

4- 1 

4-13 

4-17 

4- 53 

5- 3 


311.6 


Shaft  enclosure  for  ramps  in  parking  garages 


Table  3-B,  footnote  7 Occupancy  separation  between  S-3  and  U-1 
Occupancies 

402.1 1 Elevators  opening  onto  atria 

403.5.2  High-rise  fire  alarm  system:  T-24 

requirements  or  T-24  plus  additional  SFBC 
requirement  (speaker  in  rooms  / areas  with 
more  than  49  occupants) 

403.5.3.3  High-rise  fire  alarm  system:  T-24 

requirements  (SFM  special  provisions)  or 
delete  per  SFBC 

420  Raised  computer  floors 


503.2.1 


Court  walls  at  right  angle  to  property  line 


f 
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5-4 

503.3 

Openings  in  court  walls 

5-13 

Table  5- A,  Footnote  7 

Exterior  wall  protection 

5-14 

Table  5-B,  Footnote  10 

Restrictions  on  basements  in  A-2,  2-1,3,  4;  E- 
1 , 2,  3;  H-3,  4,  5;  1-2  occupancies 

5-14 

Table  5-B,  Footnote  1 1 

Restrictions  on  basements  in  E-1 , 2,  2;  R-1 
occupancies 

5-14 

Table  5-B,  Footnote  12 

Non-combustible  floor  construction  in  H-2,  3, 
4,  5 occupancies 

6-1 

601.2 

Mixed  type  of  construction 

7-2 

709.4.1 

Parapet  exception  for  roof  openings  near  1 -hr 
exterior  wall 

7-4 

713.1 

Fire  resistive  assemblies 

7-5 

713.15 

Sprinkler  alternate  for  window  assemblies 

7-6 

Table  7-A,  Footnote  12 

Fireproofinq  of  interior  spans  of  prestressed 
concrete 

10-8 

1003.5,  Exception  4 

Exits  through  rooms  subject  to  locking 

10-13 

1005  9 

Fire  escapes  projecting  into  areas  where 
openings  are  prohibited 

10  22 

1009.1,  Exception  3 

Enclosure  of  vehicle  ramps 

10-24 

1013.3 

Exit  sign  illumination 

10-25 

1013.4 

Exit  sign  power  supply 

4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  and  15  minutes  total 
time. 

5 0 Subcommittee  Member's  and  Staffs  identification  of  agenda  items  for  the  next  meeting,  as 

well  as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or 
special  meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative 
issues  related  to  building  codes. 

6 0 Adjournment 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  Sail  Francisco  Administrative  Code) 


Government’s  duly  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  die  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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TIME 


DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  ofilan  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
^AGENDA 

^ CODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
xFire  and  Life  Safety  Subcommittee 


v v'  - V 

DOCUWiENTS  DEPT. 

JUL 171998 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


July  22,  1998  (Wednesday) 
3:30  p.m.  to  5:30  p.m. 


LOCATION 


1660  Mission  Street,  Room  2031 


♦ 


Note;  Public  comment  will  be  taken  after  each  agenda  item,  Reference  documents  relating  to 
agenda  items  are  available  for  review  at  Suite  302,  1 650  Mission  Street.  For  information, 
please  call  Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

10  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  July  15,  1998 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4, 
5,  6,7  and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments. 
The  Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  7, 
and  10  Amendments)  include  the  following: 

Chapter#  SFBC  Topic 

— Item# Section  ff 


3-34 


4-1 


4-9 


4-13 


4-17 

4-53 


Table  3-B,  footnote  7 Occupancy  separation  between  $-3  and  U-1 
Occupancies 

402.1 1 Elevators  opening  onto  atria 

403.2. 1.  Item  2 High-rise  sprinkler/standpipe  system:  1 fire 

pump  or  2 fire  pumps  per  SFBC 

403.5.2  High-rise  fire  alarm  system:  T-24 

requirements  or  T-24  plus  additional  SFBC 
requirement  (speaker  in  rooms  / areas  with 
more  than  49  occupants) 

403.5,3.3  High-rise  fire  alarm  system;  T-24 

requirements  (SFM  special  provisions)  or 
delete  per  SFBC 

420  Raised  computer  floors 
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5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

5-12 

506.1 

Measurement  of  height,  length  and  width 

5-13 

Table  5- A,  Footnote 

7 

Exterior  wall  protection 

5-14 

Table  5-B,  Footnote 

10 

Restrictions  on  basements  in  A-2,  2-1 , 3,  4;  E- 
1 , 2,  3;  H-3,  4,  5;  1-2  occupancies 

5-14 

Table  5-B,  Footnote 

11 

Restrictions  on  basements  in  E-1, 2,  2;  R-1 
occupancies 

5-14 

Table  5-B,  Footnote 

12 

Non-combustible  floor  construction  in  FI-2,  3, 
4,  5 occupancies 

6-3 

601.5.6 

Loading  platforms 

7-2 

709.4.1 

Parapet  exception  for  roof  openings  near  1 -hr 
exterior  wall 

7-6 

Table  7-A,  Footnote 

12 

Fireproofing  of  interior  spans  of  prestressed 
concrete 

10-8 

1003  5.  Exception  4 

Exits  through  rooms  subject  to  locking 

10-22 

1009.1,  Exception  3 

Enclosure  of  vehicle  ramps 

4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  and  15  minutes  total 
time. 

5.0  Subcommittee  Member's  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as 
well  as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or 
special  meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative 
issues  related  to  building  codes. 

60  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  Sail  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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DEPARTMENT  OF  BUILDING  INSPECTION 


City  & County  of ^an  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


^AGENDA 

^CODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
^Fire  and  Life  Safety  Subcommittee 


documents  DEPT. 

JOL  2 4 1998 


TIME 


DATE 


: ^July  29, 1998  (Wednesday) 
: 9:45  a.m.  to  3:00  p.m. 


LOCATION  : 1660  Mission  Street,  Room  2001 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to 
agenda  items  are  available  for  review  at  Suite  302,  1650  Mission  Street.  For  information, 
please  call  Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

Note  to  participants:  This  Subcommittee  meeting  is  part  of  a day-long  workshop  which  will  convene 
as  one  full  Code  Advisory  Committee  (CAC),  adjourning  to  convene  as  Subcommittee 
meetings,  and  reconvening  once  again  as  a full  Code  Advisory  Committee.  A lunch  will  be 
provided  during  a break  from  approximately  12:00  noon  to  1 :00  p.m. 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 


2.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4, 
5,  6, 7. 8, 9 and  10  of  the  1995  San  Francisco  Building  Code  (SFBC).  Possible 
recommendations  may  be  made  to  keep  or  revise  an  amendment,  or  to  delete  it  from  the 
proposed  1998  SFBC  Amendments.  The  Amendments  which  will  be  reviewed  (as  listed  in 
the  1995  SFBC  Chapters  3,  4,  5,  6,  7,  8,  9 and  10  Amendments)  may  include  the  following: 


Charles  Breidinger,  P.E. 
Carolyn  Abst 
Michael  Ma 


Chapter  # SFBC 


Topic 


- Hem.#.  Section# 


3-1  302.1 

3-2  303.3 

3-3  305.2.3 

3-4  305.3 

3-5  305.9 

3-6  305.9a 

3-7  306.1 

3-8  306.2.3 


General 

Location  on  Property 

Special  Provisions  - Day  Care  Facilities 

Location  on  Property 

Fire  Alarm  Systems 

Fire  Alarm  Systems 

Division  3.  Garment  Shop  or  Factory 

Special  Provisions  for  Group  F,  Division  3, 

Garment  Shops  and  Factories 

General 

Construction 

Exits 

Fire  Extinguishing  Systems 
Area  per  Sewing  Machine 


3-8 


306.2.3.1 

306.2.3.2 

306.2.3.3 

306.2.3.4 

306.2.3.5 


3-8 


3-8 

3-8 

3-8 
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3-8 

306.2.3.6 

Plaque 

3-9 

307.2.1 

General 

3-10 

307.2.11.1 

Special  Provisions  for  Repair  Garages 

3-10 

307.2.11.1.1 

(Area  of  Garage) 

3-10 

307.2  11.1.2 

(Separation) 

3-10 

307.2.11.1.3 

(Ramps) 

3-10 

307.2.11.1,4 

(Roof  Requirements) 

3-11 

308.8  (1st  sentence) 

Special  Hazards 

3-12 

308.8 

Special  Hazards 

3-13 

310.2.2 

Special  Provisions 

3-14 

310.2.4 

Community  Kitchens 

3-14 

310.2.4.1 

General 

3-14 

310.2.4.2 

Cooking  Facilities 

3-14 

310.2.4.3 

Storage  Facilities 

3-14 

310.2.4.4 

Construction 

3-15 

310.2.5 

Guest  Room  Cooking  Facilities 

3-16 

310.3.1 

Special  Provisions  - Group  R building  behind 
another  building 

3-17 

310.3.2 

Access  from  rear  yard  to  street 

3-18 

310.3.3 

Rear  Building  Passageway 

3-19 

310.4 

Access  and  Exit  Facilities  and  Emergency 
Escapes 

3-20 

310.7 

Efficiency  Dwelling  Units 

3-21 

310.10 

Fire  Alarm  Systems 

3-22 

310.14.1  thru  310.14.11 

Existing  Group  R,  Division  1 Occupancies 

3-23 

310.14.12.1 

Fire  Alarm  (for  $FM] 

3-24 

310.15.3 

Large  Family  Day-care  Homes 

3-25 

311  2.33 

Parking  Garage  Headroom 

3-26 

311.2.3.7 

Wheelguards 

3-27 

311  6 

Shaft  and  Exit  Enclosures 

3-28 

312.2.2 

Special  Area  Provisions 

3-29 

312.2.3 

Headroom  Clearance 

3-30 

312.2.4 

Special  Provisions 

3-30 

312.2.4.1 

Driveways 

3-30 

312.2.4.2 

Sheds 

3-30 

312.2.4.3 

Fences 

3-31 

312.5 

Garage  Floor  Surfaces  and  Ventilation  for 
Private  Garages 

3-32 

312,6 

Agricultural  Buildings 

3-33 

312.7 

Springs 

3-34 

Table  3-B 

Required  Separation  in  Buildings  of  Mixed 
Occupancy  (footnote) 

4-1 

402.11 

Elevators  opening  onto  Atria 

4-2 

403.1 

Scope 

4-3 

403.1.1 

Exceptions  to  scope 

4-4 

403.1.2 

Building  access 

4-5 

403.1.3 

Fire  Dept.  Access 

4-6 

403.1.4 

Life  safety  systems 

4-7 

403.1.5 

Special  Inspecting  and  Testing 

4-8 

403.2.1 , 1st  paragraph 

Automatic  Sprinkler  System  Design 

4-9 

403.2.1 

Automatic  Sprinkler  System  Design 

4-10 

403.2.2 

Modifications 

4-11 

403.5.1.1 

Raceways 

4-12 

403.5.2, 1st  sentence 

Emergency  Voice  Alarm  Signaling  Systems 

4-13 

403.5.2,  Item  8 

Emergency  Voice  Alarm  Signaling  System 

4-14 

403.5.3 

Fire  Department  Communication  Syst. 

I 
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4-15 

4-16 

4-17 

4-18 

4-19 

4-20 

4-21 

4-22 

4-23 

4-24 

4-25 

4-26 

4-27 

4-28 

4-29 

4-30 

4-31 

4-32 

4-33 

4-34 

4-35 

4-36 

4-37 

4-38 

4-39 

4-40 

4-41 

4-42 


4-43 

4-44 

4-45 

4-46 

4-46 

4-46 

4-46 

4-46 

4-47 

4-48 

4-49 

4-50 

4-51 

4-52 

4-52 

4-52 

4-52 

4-52 

4-52 

4-52 

4-52 

4-52 

4-53 


403.5.3.1 

403.5.3.2 

403.5.3.3 

403.6.1. 3*  & 4th  sent’ce 
403.6.1,  Item  3 
403.6.1,  Item  10 

403.6.1,  Item  14 

403.6.1  1 

403  8 1, 2na  paragraph 
403.8. 1 , 4lh  paragraph 
403.10 

403.11.2 
403.11.4 

403.13.2 

403.14.1,  1sl  paragraph 
403.14.1,  Note 

403.14.3 

403.14.4 
403.15.2 

403.16.1 

403.16.2 
403.163 

403.16.5 
403  166 
403.17 

403.20 

403.21 

403.24.1  Thru  403.24.8 


403.25.32 

405.4 

408  5 
409.9 

409  9.1 

409.9.2 

409.9.3 

409.9.4 

418.1 

418.2 

418.3 

418.4 

418.5 

419.1 

419.2 

419.3 

419.3.1 

419.3.2 

419.3.3 

419.3.4 

419.3.5 
419.36 
420 


Alarm  Transmission 
Annunciation 
Special  Provisions 
General  (Control  Room) 

General  (Annunciation  Device) 

General  (Fire  Pump  Controls) 

General  (Other  Equipment) 

Fire  Department  Notification 
Standby  power 
Standby  power 
Seismic  Considerations 
Compliance  Date 
Alternate  Protection 
New  Construction 
General 
General 

Protection  of  Exterior  Openings 
Locking  of  Stairway  Doors 
Opening  Protection 
General 

Existing  Systems 

Annunciation 

Systems  Interconnection 

Manual  Sending  Stations 

Occupant  Voice  Notification  System 

Ventilation 

Smoke  Control  Systems 
Automatic  Sprinkler  System  - Existing 
Highrise  Buildings  (Retro-highrise  sprinkler 
ordinance) 

Installation 
Shelves  and  Lockers 
Alarm  Systems 
Bridges  Between  Buildings 
General 

Bridges  over  Streets 

Bridges  over  Private  Property  Connecting 

Other  than  Type  V Buildings 

Bridges  over  Private  Property  Connecting 

Type  V Buildings 

Bulk  Oxygen  Systems 

Electrical  Equipment  and  Systems 

Mechanical  Equipment  and  Systems 

Plumbing  Equipment  and  Systems 

Refrigeration  Equipment  and  Systems 

General(Bays, Porches,  Balconies  and 

Decks) 

Bay  and  Oriel  Windows 
Balconies,  Decks  and  Porches 
Depth 

Construction 
Drainage 
Roof  Decks 
Projection  into  Yards 
Rear  Yard  Decks 
Raised  Computer  Floors 
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4-54 

421 

4-55 

422 

4-56 

423 

5-1 

503.1,  1st  sentence 

52 

503.1,  1a  paragraph 

5-3 

503.2.1 

5-4 

503.3,  Exception 

5-5 

503.3,  2nd  Exception 

5-6 

503.5 

5-7 

503.6 

5-8 

503.7 

5-9 

504.6.1 

5-10 

506 

5-11 

506,  Item  7, 

5-12 

506.1.1  thru  506.1.4 

5-13 

Table  5-A 

5-14 

Table  5-B,  (f'tnote  10) 

5-14 

Table  5-B,  (f’tnote  11) 

5-14 

Table  5-B,  (f’tnote  12) 

5-14 

Table  5-B,  (f’tnote  13) 

5-14 

Table  5-B,  (f’tnote  14) 

6-1 

601.2 

6-2 

601.2.1 

6-2 

601.2.1.1 

6-2 

601.2.1.2 

6-2 

601.2.1.3 

6-2 

601.2.1.4 

6-2 

601.2.1.5 

6-2 

601.2.1.6 

6-2 

601.2.1.7 

6-2 

601.2.1.8 

6-2 

601.2.1.9 

6-2 

601.2.1.10 

6-3 

601.5.6 

6-4 

604.4.3 

6-5 

606.4.3 

6-6 

Table  6-A,  (footnote) 

6A-1 

601A.1 

6A-1 

602A.1 

6A-1 

603A.1 

6A-1 

603A.2 

6A-1 

603A.3 

6A-1 

603A.4 

6A-1 

604A.1 

6A-1 

Fire  Zone  Map 

7-1 

705 

7-2 

709.4.1 

7-3 

711.5 

7-4 

713.1 

7-5 

713.15 

7-6 

Table  7- A,  (footnote) 

Raised  Wood  Floors 
Temporary  Cloth  Covered  Structures 
Gas  Service  Shutoff 
General  (Street  Width) 

General  (Street  Width) 

General  (Court  Walls) 

Buildings  on  the  Same  Property  and 
Buildings  Containing  Courts  - Openings  in 
Court  Walls 

Buildings  on  the  Same  Property  and 
Buildings  Containing  Courts  - Lot  Splits 
Permitted  Openings  in  Exterior  Walls 
Communicating  Openings 
Skylights 

Area  Separation  Walls 
Maximum  Height  of  Buildings  and  Increases 
Maximum  Height  of  Buildings  and  Increases 
Measurements  of  Height,  Length  and  Width 
Exterior  Wall  and  Opening  Protection... 

Basic  Allowable...  Type  I Basement 
Basement  with  supervised  sprinkler 
Non-combustible  floor 
Story  limit  increase 

Mechanical  Rooms,  Open  Swimming  Pools 
Mixed  Types  of  Construction 
Combination  Type  I Garage  and  Multiple 
Structures 
(frontage;  driveway) 

(maximum  height) 

(exits) 

(area  limitations) 

(separation;  openings) 

(protection  of  Type  I slab  opening) 

(separate  structures) 

(separate  permits) 

(standpipes;  smoke  towers) 

(other  applicable  codes) 

Loading  Platforms 

Stairway  Construction.  Exterior 

Stairway  Construction.  Exterior 

Types  of  Construction 

General 

Prohibitions 

General 

Alterations 

Damaged  Buildings 

Buildings  Located  Partly  in  Fire  Zones 

Description 

Projections 

General 

Rubbish  and  Linen  Chute  Termination  Rooms 
Rated  wall  and  opening  protection  assembly 
Sprinkler  Alternate  for  Window  Fire 
Assemblies 

Minimum  Protection  of  Structural  Parts... 
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8-1 

801.1 

Scope 

8-2 

802.2 

Classification 

8-3 

803 

Very  thin  finish  material 

8-4 

807.1.1 

Floors 

8-5 

808 

Maximum  Allowable  Smoke  Density 

8-6 

Table  8-C 

Smoke  Density  Classification 

8-6 

Table  8 D 

Maximum  Smoke  Density  Classification  for 
Use 

8-7 

809 

Limitation  of  Combustibles  and  Smoke 
Producing  Materials  in  Concealed  Spaces 

9-1 

903 

Combined  System 

9-2 

903 

Class  1,  Class  III 

9-3 

903 

Supervised  Alarm  Sprinkler  System 

9-4 

904.1.2 

Standards 

9-5 

904.1.4 

Exposure  Protection 

9-6 

904.1.5 

Fire  Department  Connections 

9-7 

904,2.2 

Sprinkler  locations  — All  occupancies  except 
Group  R,  Division  3 and  Group  U 
Occupancies 

9-8 

904.2.3.2 

Basements 

9-9 

904.3.4 

Sprinkler  System  Monitoring  and  Alarms 

9-10 

904.5.1 

General  (standpipes) 

9-11 

904.5.2 

Where  Required 

9-12 

904.5.3 

Location  ot  Class  1 Standpipes 

9-13 

904.5.5 

Location  of  Class  III  Standpipes 

9-14 

904.6.2 

Where  Required 

9-15 

904.6.3 

Temporary  Standpipes 

9-16 

905.17 

Alternate  Smoke  Control 

9-16 

905.17.1 

Recirculation  of  Air 

9-16 

905.17.2 

Methods  for  Limiting  Movement  of  Smoke 

9-16 

905.17.3 

Fan  Controls 

9-16 

905.17.4 

Smoke  Dampers 

9-16 

905.17.5 

Design  By  Mechanical  Engineer 

9-17 

• Table  9-A,  (footnote  2) 

Standpipe  Requirements 

9-18 

Table  9-A,  (footnote  3) 

Standpipe  Requirements 

10-1 

1001.2.16.1 

Private  Corridor 

10-2 

1001.2.17 

Public  Way 

10-3 

1002  3 

Posting  of  Room  Capacity 

10-4 

1003  1 (after  Exc  2) 

Number  of  Exits 

10-5 

1 003. 1 (after  Exc  7) 

Number  of  Exits 

10-6 

1003.3 

Arrangement  of  Exits  (exit  separation) 

10-7 

1003.3 

Arrangement  of  Exits  (lowest  terminal  path) 

10-8 

1003.5 

Exits  Through  Adjoining  Rooms 

10-9 

1003.11 

Protected  Means  of  Egress 

10-10 

1004.9 

Floor  Level  at  Doors 

10-11 

1005.1 

General  (corridor  def.) 

10-12 

1005.7 

Construction 

10-13 

1005.9 

Location  on  Property 

10-14 

1006.2 

Width 

10-15 

1006.9 

Flandrails 

10-16 

1006.11 

Protection  of  Exterior  Wall  Openings 

10-17 

1 006.12,  3rd  paragraph 

Interior  Stairway  Construction 

10-18 

1006.12,  Exception 

Interior  Stairway  Construction 

10-19 

1006.13 

Exterior  Stairway  Construction 

10-20 

1006.14 

Stainway  to  the  Roof 

10-21 

1006.19 

Fire  Escapes 
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10-22 

1009.1 

General 

10-23 

1013.1 

Where  Required 

10-24 

1013.3 

Illumination 

10-26 

1013.4 

Power  Supply 

10-26 

1029.1 

General 

10-26 

1029  2 

Design 

10-26 

1029.3 

Construction 

10-26 

1029.4 

Signs  and  Lighting 
Egress  from  Building 

10-26 

1029.5 

10-26 

1029.6 

Height  and  Clearance 

10-26 

1029.7 

Ladder  and  Ground 

10-26 

1029.8 

Ladder  to  Roof 

10-26 

1029.9 

Balcony  Dimensions 

10-26 

1029.10 

Stairway  Dimensions 

10-26 

1029.11 

Ladder  Dimensions 

10-26 

1029.12 

Detailed  Requirements  for  Standard  Metallic 
Fire  Escape 

10-27 

1030.1 

General 

10-27 

1030.2 

When  Required 

10-27 

1030.3 

Outlet 

10-27 

1030.4 

Barrier 

10-27 

1030.5 

Access 

10-27 

1030.6 

Smokeproof  Enclosure  by  Natural  Ventilation 

10-27 

1030.6.1 

Doors 

10-27 

1030.6.2 

Open-air  Vestibule 

10-27 

1030  7 

Smokeproof  Enclosures  by  Mechanical 
Ventilation 

10-27 

1030.7.1 

Doors 

10-27 

1030.7.2 

Vestibule  Size 

10-27 

1030.7.3 

Vestibule  Ventilation 

10-27 

1030.7.4 

Smoke  Trap 

10-27 

1030.7.5 

Stair  Shaft  Air  Movement  System 

10-27 

1030.7.6 

Operation  of  Ventilating  Equipment 

10-27 

1030.7.7 

Standby  Power 

10-27 

1030.7  8 

Acceptance  Testing 

10-27 

1030.7.9 

Emergency  Lighting 

10-27 

1030.7.10 

Prohibited  Use 

3.0  Public  comment  on  topics  not  on  agenda  but  within  the  jurisdiction  of  the  Code  Advisory 
Committee.  Comment  time  is  limited  to  3 minutes  per  person  or  as  limited  by  the 
Chairperson. 

4.0  Adjournment. 


Note  to  participants:  Desk  copies  of  the  San  Francisco  Amendments  and  the  California  State 

Code  will  be  provided  for  reference.  Please  bring  your  own  code  books  if 
you  have  them  as  extra  copies  will  be  in  short  supply. 


P:'FIREUFE./VGN\07  29  9R,agn  wpd 


6 


f 


♦ 


< 


' 


P . 07 


Jul-24-98  12:38 


DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  lull  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  R1GKVS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
AGENDA 


^CODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
JFire  and  Life  Safety  Subcommittee 


documents  DEPT. 

JUL  3 1 1998 


PUBLIC  UBRftRy 


DATE  : ^August  5, 1998  (Wednesday) 

TIME  : 3:30  p.m.  to  5:30  p.m. 

LOCATION  : 1660  Mission  Street,  Room  2031 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to 
agenda  items  are  available  for  review  at  Suite  302, 1650  Mission  Street.  For  information, 
please  call  Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  July  22, 1998 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4, 
5,  6,7  and  1 0 of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments. 
The  Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6, 7, 
and  10  Amendments)  include  the  following: 


Chapter  # 
- Item  # 

SFBC 
Section  # 

Topic 

3-22 

310.14.1  thru  310.14.11 

Existing  R-1  Occupancies 

3-34 

Table  3-B,  footnote  7 

Oocupancy  separation  between  S-3  and  U-1 
Occupancies 

4-1 

402.11 

Elevators  opening  onto  atria 

4-53 

420 

Raised  computer  floors 

4-55 

422 

Temporary  cloth-covered  structures 

5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

5-13 

Table  5 A,  Footnote  7 

Exterior  wall  protection 

5-14 

Table  5-B,  Footnote  10 

Restrictions  on  basements  in  A-2,  2-1 , 3,  4;  E- 
1 , 2,  3;  FI-3, 4,  5;  1-2  occupancies 

07-31 


4.0 

5.0 

6.0 
Note 
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DEPARTMENT  of  building  inspection 

City  & County  of  San  Francisco 

1660  streP&^J'r?8sfs8?4 

sementsin  E-1, 2,  2;  R-l 

occupancies 


5-14 

Table  5-B,  Footnote  12 

Non-combustible  floor  construction  in  H-2,  3, 
4,  5 occupancies 

6-3 

601.5.6 

Loading  platforms 

7-2 

709.4.1 

Parapet  exception  for  roof  openings  near  1-hr 
exterior  wall 

10-8 

1003.5,  Exception  4 

Exits  through  rooms  subject  to  locking 

10-10 

1004.9,  Exception  3 

Floor  level  at  doors 

10-22 

1009.1,  Exception  3 

Enclosure  of  vehicle  ramps 

: Comment. 

Comment  time  is  limited 

to  3 minutes  per  person  and  15  minutes  total 

Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as 
well  as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or 
special  meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative 
issues  related  to  building  codes. 

Adjournment 


to  members  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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^DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of^San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
AGENDA 

XODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
^.Fire  and  Life  Safety  Subcommittee 


DATE  : September  2,  1998  (Wednesday) 

TIME  : 3:30  p.m.  to  5:30  p.m. 

LOCATION  : 1660  Mission  Street,  Room  2031 


documents  DEPT. 

AUG  2 8 1998 


SAM  F 

PUSL 


; LiBHArtY 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to 

agenda  items  are  available  for  review  at  Suite  302,  1650  Mission  Street.  For  information, 
please  call  Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Cali  to  Order  and  Roll  Call 

Members;  Jerry  Cunningham,  PE.,  Chair 
Charles  Breidinger.  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  August  5,  1998 

3 0 Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4, 
5,  6,7  and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments. 
The  Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  7, 
and  10  Amendments)  include  the  following' 


Chapter  # 
- Item  # 

SFBC 
Section  # 

Topic 

3-22 

310.14  1 thru  310.14.1 1 

Existing  R-1  Occupancies 

3-34 

Table  3-B,  footnote  7 

Occupancy  separation  between  $-3  and  U-1 
Occupancies 

4-1 

402.11 

Elevators  opening  onto  atria 

4-53 

420 

Raised  computer  floors 

5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

5-8 

503  7 

Location  of  Skylights 

5-13 

Table  5-A,  Footnote  7 

Exterior  wall  protection 

5-14 

Table  5-B,  Footnote  10 

Restrictions  on  basements  in  A-2,  2-1, 3,  4;  E 
1, 2,  3;  H-3,  4,  5;  1-2  occupancies 

♦ 


t 


4 
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5-14 

Table  5-B,  Footnote  1 1 

Restrictions  on  basements  in  E-1 , 2,  2;  R-1 
occupancies 

5-14 

Table  5-B,  Footnote  12 

Non-combustible  floor  construction  in  H-2,  3, 
4,  5 occupancies 

6A-1 

Chapter  6A 

Fire  Zone 

6-3 

601.5.6 

Loading  platforms 

7-2 

709.4.1 

Parapet  exception  for  roof  openings  near  1-hr 
exterior  wall 

10-8 

1003.5,  Exception  4 

Exits  through  rooms  subject  to  locking 

10-10 

1004.9,  Exception  3 

Floor  level  at  doors 

10-18 

1006.12 

Interior  Stair  Root  Opening 

10-19 

1006.13 

Exterior  Stair  Construction 

10-20 

1006.14 

Stairway  to  the  Roof 

10-22 

1009.1 , Exception  3 

Enclosure  of  vehicle  ramps 

4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  and  1 5 minutes  total 
time. 

5.0  Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as 
well  as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or 
special  meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative 
issues  related  to  building  codes. 

6.0  Adjournment. 

Note  to  members: 
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Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting  if  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
ill  full  view  of  the  public. 


Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of$an  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
^AGENDA 

CODE  ADVISORY  COMMITTEE 


Special  Meeting  of  the 
, Fire  and  Life  Safety  Subcommittee 


DATE  September  9,  1998  (Wednesday) 

TIME  3:30  p.m.  to  5:30  p.m. 

LOCATION  : 1660  Mission  Street,  Room  2031 


OCOM ENTS  DEPT- 

SEP  041998 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to 
agenda  items  are  available  for  review  at  Suite  302, 1 650  Mission  Street.  For  information, 
please  call  Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 


* 


: 


2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  September  2,  1 998 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5, 
6,7  and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments. 
The  Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  7, 
and  10  Amendments)  include  the  following: 


Chapter  # 
- Item  # 

SFBC 
Section  # 

Topic 

3-10 

307.2.11.1 

Repair  Garages 

3-20 

310.7 

Efficiency  Dwelling  Units 

3-22 

310.14.1  thru  310.14.11 

Existing  R-1  Occupancies 

3-25 

311.2.3.3 

Parking  Garage  Ramps 

3-26 

311.2.3.7 

Wheel  guards 

3-28 

312.2.2 

Private  Garage  Area  Provisions 

3-29 

312.2.3 

Private  Garage  Headroom  Clearance 

3-30 

312.2.4 

Private  Garage  Special  Provisions 

3-31 

312.5 

Private  Garage  Floor  Surfaces  and  Ventilation 

3-34 

Table  3-B,  Footnote  7 

Occupancy  Separation  Between  S-3  or  U-1 

I 


t 
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3-34  Table  3-B,  Footnote  7 Occupancy  Separation  Between  S-3  or  U-1 
Parking  Area  and  Other  Occupancies 


4.0 

5.0 

6.0 


4-1 

4- 53 

5- 3 
5-4 
5-8 

5- 13 
6A-1 

6- 3 

7- 2 


10-10 

10-19 

10-20 


402.11 

Elevators  opening  onto  atria 

420 

Raised  computer  floors 

503.2.1 

Court  walls  at  right  angle  to  property  line 

503.3 

Openings  in  court  walls 

503.7 

Location  of  Skylights 

Table  5-A,  Footnote  7 

Exterior  wall  protection 

Chapter  6A 

Fire  Zone 

601.5.6 

Loading  platforms 

709.4.1 

Parapet  exception  for  roof  openings  near  1 -hr 
exterior  wall 

1004.9,  Exception  3 

Floor  level  at  doors 

1006.13 

Exterior  Stair  Construction 

1006.14 

Stairway  to  the  Roof 

Public  Comment.  Comment  time  i$  limited  to  3 minutes  per  person  and  15  minutes  total 
time. 


Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as 
well  as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or 
special  meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative 
issues  related  to  building  codes 

Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 


I 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  J^an  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 

^AGENDA 

& 

^ODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
x Fire  and  Life  Safety  Subcommittee 


DATE  : ^September  23,  1998  (Wednesday) 

TIME  : 3:30  p.m.  to  5:30  p,m. 

LOCATION  1660  Mission  Street,  Room  2031 


documents  dept. 

SEP  1 8 1998 
SpubSAu6^°y 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to 

agenda  items  are  available  for  review  at  Suite  302,  1650  Mission  Street.  For  information, 
please  call  Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  September  9,  1998 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5, 
6,7  and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments. 
The  Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3.  4.  5.  6,  7, 
and  10  Amendments)  include  the  following: 


Chapter  # 
- Item  # 

SFBC 
Section  # 

Topic 

3-2 

3033 

Minimum  street  width  tor  Group  A Occ’y. 

3-4 

305.3 

Minimum  street  width  tor  Group  E Occ’y. 

3-10 

307.2,11.1 

Repair  Garages 

3-20 

310.7 

Efficiency  Dwelling  Units 

3-22 

310.14.1  thru  310.14.11 

Existing  R-i  Occupancies 

3-25 

311.2.3.3 

Parking  Garage  Ramps 

3-26 

311.2.3.7 

Wheel  guards 

3-28 

312.2.2 

Private  Garage  Area  Provisions 

3-29 

312.2.3 

Private  Garage  Headroom  Clearance 

3-30 

312.2.4 

Private  Garage  Special  Provisions 

« 


« 


# 
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3-31 

312.5 

Private  Garage  Floor  Surfaces  and  Ventilation 

3-34 

Table  3-B,  Footnote  7 

Occupancy  Separation  Between  S-3  or  U-1 
Parking  Area  and  Other  Occupancies 

4-1 

402.1 1 

Elevators  opening  onto  atria 

4-53 

420 

Raised  computer  floors 

5-1 

503.1 

Minimum  street  width 

5-2 

503.1 

Minimum  street  width 

5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

5-8 

503.7 

Location  of  Skylights 

5-13 

Table  5- A.  Footnote  7 

Exterior  wall  protection 

6A-1 

Chapter  6A 

Fire  Zone 

6-3 

601.5.6 

Loading  platforms 

7-2 

709.4,1 

Parapet  exception  for  roof  openings  near  1 -hr 
exterior  wall 

10-2 

1001.2.17 

Minimum  public  way  width 

10-3 

1002.3 

Posting  of  room  capacity 

10-10 

1004.9,  Exception  3 

Floor  level  at  doors 

10-15 

1006.9 

Handrails 

10.16 

1006.11 

Protection  of  exterior  wall  openings 

10-17 

1006.12 

Interior  stairway  construction 

10-19 

1006.13 

Exterior  Stair  Construction 

10-20 

1006.14 

Stairway  to  the  Roof 

Comment. 

Comment  time  is  limited  to 

3 minutes  per  person  and  15  minutes  total  time. 

5.0  Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as 
well  as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or 
special  meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative 
issues  related  to  building  codes. 

6.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting,  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECT  ION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 


I 


Oct - 07 - 98  09 : 5 1 A 


P . OS 


t4 


department  of  building  inspection 

City  & County  of  $an  Francisco  \r  nppT. 

1660  Mission  Street,  San  Francisco,  California  94103-2414  ^qq\j^AEN  r ^ 

.AGENDA  OOT  O'?  ^98 

/CODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 


/7* 


TIME 

LOCATION 


: October  14,  1998  (Wednesday) 

: 3:30  p m.  to  5:30  p.m. 

: 1660  Mission  Street,  Room  6034  [Note  Room  Change] 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to 

agenda  items  are  available  for  review  at  Suite  302, 1650  Mission  Street,  For  information, 
please  call  Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  September  9,  1998 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5, 
6,7  and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments. 
The  Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3, 4,  5.  6.  7, 
and  10  Amendments)  include  the  following: 


Chapter  # 
- Item  # 

SFBC 
Section  # 

Topic 

3-2 

303.3 

Minimum  street  width  for  Group  A Occ'y* 

3-4 

305.3 

Minimum  street  width  for  Group  E Occ’y. 

3-10 

307.2.11  1 

Repair  Garages 

3-20 

310.7 

Efficiency  Dwelling  Units 

3-22 

310.14  1 thru  310.14.1 1 

Existing  R-1  Occupancies 

3-25 

311.2.3.3 

Parking  Garage  Ramps 

3-26 

311.2.3.7 

Wheel  guards 

3-28 

312.2.2 

Private  Garage  Area  Provisions 

3-29 

312.2.3 

Private  Garage  Headroom  Clearance 

3-30 

312.2.4 

Private  Garage  Special  Provisions 

f 


I 


1 
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4.0 

5.0 

6.0 


3-31 

3- 34 

4- 1 

4- 53 

5- 1 
5-2 
5-3 
5-4 
5-8 

5- 13 
6A-1 

6- 3 

7- 2 


10-2 

10-3 

10-10 

10-15 

10.16 

10-17 

10*19 

10-20 


312.5 

Private  Garage  Floor  Surfaces  and  Ventilation 

Table  3-B,  Footnote  7 

Occupancy  Separation  Between  S3  or  U-1 
Parking  Area  and  Other  Occupancies 

402.11 

Elevators  opening  onto  atria 

420 

Raised  computer  floors 

503.1 

Minimum  street  width 

503.1 

Minimum  street  width 

503.2.1 

Court  walls  at  right  angle  to  property  line 

503.3 

Openings  in  court  walls 

503.7 

Location  of  Skylights 

Table  5-A,  Footnote  7 

Exterior  wall  protection 

Chapter  6A 

Fire  Zone 

601.5.6 

Loading  platforms 

709.4.1 

Parapet  exception  for  roof  openings  near  1 -hr 
exterior  wall 

1001.2.17 

Minimum  public  way  width 

1002.3 

Posting  of  room  capacity 

1004.9,  Exception  3 

Floor  level  at  doors 

1006.9 

Handrails 

1006.11 

Protection  of  exterior  wall  openings 

1006.12 

Interior  stairway  construction 

1006.13 

Exterior  Stair  Construction 

1006.14 

Stairway  to  the  Roof 

Public  Comment,  Comment  time  is  limited  to  3 minutes  per  person  and  15  minutes  total  time. 

Subcommittee  Member's  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as 
well  as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or 
special  meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative 
issues  related  to  building  codes. 


Adjournment. 


Note  to  members: 
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Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 
changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 
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* DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
^AGENDA 

CODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
^Fire  and  Life  Safety  Subcommittee 


DATE  October  28, 1998  (Wednesday) 

TIME  3:30  p.m.  to  5:30  p.m. 

LOCATION  : 1660  Mission  Street,  Room  2031 


DOCUMENTS  DEPT. 

OCT  2 3 1998 

c&N  FBANCtSCO 

PUBLIC  UBBABV 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to 

agenda  items  are  available  for  review  at  Suite  302, 1650  Mission  Street.  For  information, 
please  call  Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 0 Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  September  14,  1998 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5, 
6,7  and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1 998  SFBC  Amendments. 
The  Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  7, 
and  10  Amendments)  include  the  following: 


Chapter  # 
- item  # 

SFBC 
Section  # 

Topic 

3-16 

310.3.1 

Two  R Occupancies  on  a single  lot 

3-17 

310.3.2 

Access  from  R Occupancy  rear  yard  to  street 

3-18 

310.3,3 

Rear  building  passageway  for  R Occupancies 

3-19 

310.4 

R Occupancy  emergency  escapes 

3-22 

310.14  1 thru  310.14.11 

Existing  R-1  Occupancies 

3-25 

311.2.3.3 

Parking  Garage  Ramps 

3-26 

311.2.3.7 

Wheel  guards 

3-28 

312.2.2 

Private  Garage  Area  Provisions 

3-29 

312,2.3 

Private  Garage  Headroom  Clearance 

3-30 

312.2.4 

Private  Garage  Special  Provisions 

I 


l 

1 


I 


4 


« 
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3-31 

312.5 

Private  Garage  Floor  Surfaces  and  Ventilation 

3-34 

Table  3-B,  Footnote  7 

Occupancy  Separation  Between  S-3  or  U-1 
Parking  Area  and  Other  Occupancies 

4-1 

402.11 

Elevators  opening  onto  atria 

4-53 

420 

Raised  computer  floors 

5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

5-8 

503.7 

Location  of  Skylights 

5-13 

Table  5- A,  Footnote  7 

Exterior  wall  protection 

6-3 

601.5.6 

Loading  platforms 

7-2 

709.4.1 

Parapet  exception  for  roof  openings  near  1 -hr 
exterior  wall 

10-4 

1003.1 

Number  of  exits 

10-5 

1003.1 

Number  of  exits  for  R Occupancies 

10-6 

1003.3 

Arrangement  of  exits 

10-7 

1003.3 

Arrangement  of  exits  in  R Occupancies 

10-9 

1003,11 

Protection  of  means  of  egress 

10-10 

1004.9,  Exception  3 

Floor  level  at  doors 

10-13 

1005.9 

Fire  escape  protection 

10-14 

1006.2 

Stairway  width 

10-19 

1006.13 

Exterior  Stair  Construction 

10-21 

1006.19 

Fire  escapes 

10-23 

1013.1 

Exit  signs  at  fire  escapes 

10-26 

1029 

Fire  escape  construction 

4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call  of  the  Chair. 

5 0 Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as 
well  as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or 
special  meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative 
issues  related  to  building  codes. 

6.0  Adjournment. 

Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPAR  TMENT  OE  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Admini strati  ve  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDFR 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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OATE  November  4, 1998  (Wednesday) 

TIME  : 3;30  p m.  to  5:30  p.m. 

LOCATION  : 1660  Mission  Street,  Room  2031 


Note;  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to 
agenda  items  are  available  for  review  at  Suite  302, 1650  Mission  Street.  For  information, 
please  call  Senior  Building  inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Call  to  Order  and  Roll  Call 

Members;  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meetings  of  September  23,  1998,  October  14, 
1998,  and  October  28,  1998. 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5, 
6.7  and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments. 
The  Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3, 4,  5,  6.  7, 
and  10  Amendments)  include  the  following: 


Chapter  # SFBC 

-Mnii Ssstiaal 

3-22  310.14.1  thru  310,14.11 

3-28  312.2.2 

3-29  312.2.3 

3-30  312.2.4 

3-31  312.5 

3- 34  Table  3-B,  Footnote  7 

4- 1  402.11 


Topic 

Existing  R-1  Occupancies 

Private  Garage  Area  Provisions 

Private  Garage  Fleadroom  Clearance 

Private  Garage  Special  Provisions 

Private  Garage  Floor  Surfaces  and  Ventilation 

Occupancy  Separation  Between  S-3  or  U-1 
Parking  Area  and  Other  Occupancies 


Elevators  opening  onto  atria 
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4-53 

420 

Raised  computer  floors 

5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

5033 

Openings  in  court  walls 

5-8 

503.7 

Location  of  Skylights 

5-13 

Table  5- A,  Footnote  7 

Exterior  wall  protection 

6-3 

601.5.6 

Loading  platforms 

7-2 

709.4.1 

Parapet  exception  for  roof  openings  near  1 -hr 
exterior  wall 

10-4 

1003.1 

Number  of  exits 

10-5 

1003.1 

Number  of  exits  for  R Occupancies 

10-6 

1003.3 

Arrangement  of  exits 

10-7 

1003.3 

Arrangement  of  exits  in  R Occupancies 

10-9 

1003.11 

Protection  of  means  of  egress 

10-10 

1004.9,  Exception  3 

Floor  level  at  doors 

10-13 

1005.9 

Fire  escape  protection 

10-14 

1006.2 

Stairway  width 

10-19 

1006.13 

Exterior  Stair  Construction 

10-21 

1006.19 

Fire  escapes 

10-23 

1013.1 

Exit  signs  at  fire  escapes 

10-26 

1029 

Fire  escape  construction 

Public  Comment. 

Comment  time  is  limited  to 

3 minutes  per  person  or  at  the  call  of  the  Chair. 

5.0  Subcommittee  Member's  and  Staffs  identification  of  agenda  items  for  the  next  meeting,  as 
well  as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or 
special  meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative 
issues  related  to  building  codes. 

6.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 

AGENDA 

CODE  ADVISORY  COMMITTEE 

Special  Meeting  ot  the 
Fire  and  Life  Safety  Subcommittee 



DATE  : December  2, 1998  (Wednesday) 

TIME  : 3:30  p.m.  to  5:30  p.m. 

LOCATION  : 1 660  Mission  Street,  Room  2001 


d0cu^-'4TS  dEPT 

MOV  2 5 1998 


-SU£ 


:\SCO 


,L\C  U 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302,  1650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Call  to  Order  and  Roll  Call 

Members;  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meetings  of  September  23,  1 998,  October  14,  1998, 
and  October  28,  1998. 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5,  6,7 
and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments.  The 
Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  7,  and  10 
Amendments)  include  the  following: 


Chapter  # SFBC 

.-Hem# Section  # 

3-22  310.14.1  thru  310.14.11 

3-28  312.2,2 

3-29  312.2.3 

3-30  312.2.4 

3-31  312.5 

3- 34  Table  3-B,  Footnote  7 

4- 1  402.11 

4-53  420 


Topic 

Existing  R-1  Occupancies 

Private  Garage  Area  Provisions 

Private  Garage  Headroom  Clearance 

Private  Garage  Special  Provisions 

Private  Garage  Floor  Surfaces  and  Ventilation 

Occupancy  Separation  Between  S-3  or  U-1 
Parking  Area  and  Other  Occupancies 

Elevators  opening  onto  atria 

Raised  computer  floors 


t 


i 


« 
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5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

5-8 

503.7 

Location  of  Skylights 

5-13 

Table  5-A,  Footnote  7 

Exterior  wall  protection 

6-3 

601.5.6 

Loading  platforms 

7-2 

709.4.1 

Parapet  exception  for  roof  openings  near  1 -hr 
exterior  wall 

10-7 

1003.3 

Arrangement  of  exits  in  R Occupancies 

10-9 

1003.11 

Protection  of  means  of  egress 

10-13 

1005.9 

Fire  escape  protection 

10-14 

1006.2 

Stairway  width 

10-19 

1006.13 

Exterior  Stair  Construction 

10-21 

1006.19 

Fire  escapes 

10-23 

1013.1 

Exit  signs  at  fire  escapes 

10-26 

1029 

Fire  escape  construction 

4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call  of  the  Chair. 

5.0  Subcommittee  Member's  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as  well 
as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related 
to  building  codes. 

6.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (41 5)  668-4252. 
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^ DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  Spn  Francisco,  California  94103-2414 
AGENDA 

CODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
i Fire  and  Life  Safety  Subcommittee 

DATE  : December  9, 1998  (Wednesday) 

TIME  : 3:30  p.m.  to  5:30  p.m. 

LOCATION  : 1660  Mission  Street,  Room  2001 


DOCUMENTS  DEPT, 

DEC  o 7 1998 

SAN  FRANC  CO 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302,  1650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1.0  Call  to  Order  and  Roll  Call 

Members;  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  December  2, 1998. 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5,  6,7 
and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1 988  SFBC  Amendments.  The 
Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5.  6,  7,  and  1 0 
Amendments)  include  the  following: 


Chapter#  SFBC 

- Item  £ Section  # 

3-22  310.14.1  thru  310.14.11 

3-28  312.2.2 

3-29  312.2.3 

3-30  312.2.4 

3-31  312,5 

3- 34  Table  3-B,  Footnote  7 

4- 1  402.11 

4- 53  420 

5- 3  503.2.1 


Topic 

Existing  R-1  Occupancies 

Private  Garage  Area  Provisions 

Private  Garage  Headroom  Clearance 

Private  Garage  Special  Provisions 

Private  Garage  Floor  Surfaces  and  Ventilation 

Occupancy  Separation  Between  S-3  or  U-1 
Parking  Area  and  Other  Occupancies 

Elevators  opening  onto  atria 

Raised  computer  floors 

Court  walls  at  right  angle  to  property  line 
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5-4 

503.3 

Openings  in  court  walls 

5-8 

503.7 

Location  of  Skylights 

5-13 

Table  5-A,  Footnote  7 

Exterior  wail  protection 

6-3 

601.5.6 

Loading  platforms 

7-2 

709.4.1 

Parapet  exception  for  roof  openings  near  1 -hr 
exterior  wall 

10-13 

1005.9 

Fire  escape  protection 

10-14 

1006.2 

Stairway  width 

10-19 

1006.13 

Exterior  Stair  Construction 

10-23 

1013.1 

Exit  signs  at  fire  escapes 

10-26 

1029 

Fire  escape  construction 

4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call  of  the  Chair. 

5.0  Subcommittee  Member’s  and  Staffs  identification  of  agenda  items  for  the  next  meeting,  as  well 
as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related 
to  building  codes. 

6.0  Adjournment. 

Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (41 5)  668*4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 


City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


, AGENDA 

^(Revised) 

^CODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 


D0; 


- »• 


D£Ct4W“0 




TO® 


December  9, 1998  (Wednesday) 

3:30  p.m.  to  5:30  p.m. 

1660  Mission  Street,  Room  2039  [Note  Room  Change] 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302,  1650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  December  2, 1998. 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5,  6,7 
and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments.  The 
Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  7,  and  10 
Amendments)  include  the  following: 


Chapter  # 
- Item  # 

SFBC 
Section  # 

Topic 

3-22 

310.14.1  thru  310.14.11 

Existing  R-1  Occupancies 

3-28 

312.2.2 

Private  Garage  Area  Provisions 

3-29 

312.2.3 

Private  Garage  Fleadroom  Clearance 

3-30 

312.2.4 

Private  Garage  Special  Provisions 

3-31 

312.5 

Private  Garage  Floor  Surfaces  and  Ventilation 

3-34 

Table  3-B,  Footnote  7 

Occupancy  Separation  Between  S-3  or  U-1 
Parking  Area  and  Other  Occupancies 

4-1 

402.11 

Elevators  opening  onto  atria 

4-53 

420 

Raised  computer  floors 

5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

5-8 

503.7 

Location  of  Skylights 

5-13 

Table  5-A,  Footnote  7 

Exterior  wall  protection 

6-3 

601.5.6 

Loading  platforms 

7-2 

709.4.1 

Parapet  exception  for  roof  openings  near  1 -hr 
exterior  wall 

10-13 

1005.9 

Fire  escape  protection 

10-14 

1006.2 

Stairway  width 

10-19 

1006.13 

Exterior  Stair  Construction 

10-23 

1013.1 

Exit  signs  at  fire  escapes 

10-26 

1029 

Fire  escape  construction 

4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call  of  the  Chair. 

5.0  Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as  well 
as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related 
to  building  codes. 

6.0  Adjournment. 

Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
AGENDA 

CODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 

Nn 

DATE  : December  16, 1998  (Wednesday) 

TIME  : 8:00  a.m.  to  9:00  a.m. 


f-  ->  PT. 

OCw 

DEC  1 5 1998 
^SucubsS^ 


LOCATION  : 1660  Mission  Street,  Room  2001 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302, 1650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  December  2, 1998. 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5,  6,7 
and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1 998  SFBC  Amendments.  The 
Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  7,  and  10 
Amendments)  include  the  following: 

Chapter  # SFBC  Topic 

. item  # Section  # 


3-22  310.14.1  thru  310.14.11 

3-27  311.6 

3-28  312.2.2 

3-29  312.2.3 

3-30  312.2.4 

3-31  312.5 

3- 34  Table  3-B,  Footnote  7 

4- 1  402.11 


Existing  R-1  Occupancies 

Vehicle  Ramps  in  Enclosed  Garages 

Private  Garage  Area  Provisions 

Private  Garage  Headroom  Clearance 

Private  Garage  Special  Provisions 

Private  Garage  Floor  Surfaces  and  Ventilation 

Occupancy  Separation  Between  S-3  or  U-1 
Parking  Area  and  Other  Occupancies 


* 


4-53 


420 


1 


Elevators  opening  onto  atria 
Raised  computer  floors 


5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

5-8 

503.7 

Location  of  Skylights 

5-f3 

Table  5-A,  Footnote  7 

Exterior  wall  protection 

6-3  - 

601.5.6 

Loading  platforms 

7-2 

709.4.1 

Parapet  exception  for  roof  openings  near  1 -hr 
exterior  wall 

9-3 

903 

Supervised  Alarm  Sprinkler  System  ^ 

9-4 

904.1.2 

Reference  Standards 

9-7 

904.2.2 

Required  Sprinkler  Installations 

9-8 

904.2.3.2 

Basement  Sprinklers 

9-10 

904.5.1 

Hose  Valves 

9-11 

904.5.2 

Location  of  Class  1 Standpipes 

9-12 

904.5.3 

Location  of  Roof  Outlets 

9-13 

904.5.5 

Location  of  Class  III  Standpipes 

10-5 

1003.1 

Number  of  Exits 

10-13 

1005.9 

Fire  escape  protection 

10-14 

1006.2 

Stairway  width 

10-19 

1006.13 

Exterior  Stair  Construction 

10-23 

1013.1 

Exit  signs  at  fire  escapes 

10-26 

1029 

Fire  escape  construction 

4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call  of  the  Chair. 

5.0  Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as  well 
as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related 
to  building  codes. 

6.0  Adjournment. 

Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  jSan  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


AGENDA 

F 

.CODE  ADVISORY  COMMITTEE 

Special/Meeting  of  the 
„ Fire  and  Life  Safety  Subcommittee 

i 

DATE 

: January  6, 1999  (Wednesday) 

TIME 

: 3:30  p.m.  to  5:00  p.m. 

LOCATION 

: 1660  Mission  Street,  Room  2031 

oEF 

m o 4 1999 

SAN  FBANC'5^ 

pgeuvc^RAav 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302,  1650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 


1 .0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 
Carolyn  Abst 
Michael  Ma 


2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  December  16, 1998. 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5,  6,7 
and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1 998  SFBC  Amendments.  The 
Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  7,  and  10 
Amendments)  include  the  following: 


Chapter#  SFBC  Topic 

-J.te.rn  & Section  # 


3-28 

312.2.2 

Private  Garage  Area  Provisions 

3-29 

312.2.3 

Private  Garage  Headroom  Clearance 

3-30 

312.2.4 

Private  Garage  Special  Provisions 

3-31 

312.5 

Private  Garage  Floor  Surfaces  and  Ventilation 

3-34 

Table  3-B,  Footnote  7 

Occupancy  Separation  Between  S-3  or  U-1 
Parking  Area  and  Other  Occupancies 

4-1 

402.11 

Elevators  opening  onto  atria 

4-53 

420 

Raised  computer  floors 

5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

1 


. 


5-8 

503.7 

Location  of  Skylights 

5-13 

Table  5-A,  Footnote  7 

Exterior  wall  protection 

6-3 

601.5.6 

Loading  platforms 

9-3 

903 

Supervised  Alarm  Sprinkler  System 

9-4 

904.1.2 

Reference  Standards 

9-7 

904.2.2 

Required  Sprinkler  Installations 

9-8 

904.2.3.2 

Basement  Sprinklers 

9-10 

904.5.1 

Hose  Valves 

9-11 

904.5.2 

Location  of  Class  1 Standpipes 

9-12 

904.5.3 

Location  of  Roof  Outlets 

9-13 

904.5.5 

Location  of  Class  III  Standpipes 

10-5 

1003.1 

Number  of  Exits 

10-13 

1005.9 

Fire  escape  protection 

10-14 

1006.2 

Stairway  width 

10-19 

1006.13 

Exterior  Stair  Construction 

10-23 

1013.1 

Exit  signs  at  fire  escapes 

10-26 

1029 

Fire  escape  construction 

4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call  of  the  Chair. 

5.0  Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as  well 
as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related 
to  building  codes. 

6.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of£an  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
AGENDA 


n 


CODE  ADVISORY  COMMITTEE 

Regular  Meeting  of  the 
^Fire  and  Life  Safety  Subcommittee 


0OGU  M&JTS  DEFT* 

p**'M  t 1QQQ 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


DATE 

TIME 

LOCATION 


: January  13, 1999  (Wednesday) 
: 3:30  p.m.  to  5:30  p.m. 

: 1660  Mission  Street,  Room  2031 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302,  1 650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  December  16, 1998. 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5,  6,7 
and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to  keep 
or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1998  SFBC  Amendments.  The 
Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  7,  and  10 
Amendments)  include  the  following: 


Chapter  # 
- Item  # 

SFBC 
Section  # 

Topic 

3-28 

312.2.2 

Private  Garage  Area  Provisions 

3-29 

312.2.3 

Private  Garage  Fleadroom  Clearance 

3-30 

312.2.4 

Private  Garage  Special  Provisions 

3-31 

312.5 

Private  Garage  Floor  Surfaces  and  Ventilation 

3-34 

Table  3-B,  Footnote  7 

Occupancy  Separation  Between  S-3  or  U-1 
Parking  Area  and  Other  Occupancies 

4-1 

402.11 

Elevators  opening  onto  atria 

4-53 

420 

Raised  computer  floors 

5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

5-8 

503.7 

Location  of  Skylights 

5-13 

Table  5-A,  Footnote  7 

Exterior  wall  protection 

6-3 

601.5.6 

Loading  platforms 

9-3 

903 

Supervised  Alarm  Sprinkler  System 

9-4 

904.1.2 

Reference  Standards 

9-7 

904.2.2 

Required  Sprinkler  Installations 

9-8 

904.2.3.2 

Basement  Sprinklers 

9-10 

904.5.1 

Hose  Valves 

9-11 

904.5.2 

Location  of  Class  1 Standpipes 

9-12 

904.5.3 

Location  of  Roof  Outlets 

9-13 

904.5.5 

Location  of  Class  III  Standpipes 

10-5 

1003.1 

Number  of  Exits 

10-13 

1005.9 

Fire  escape  protection 

10-14 

1006.2 

Stairway  width 

10-19 

1006.13 

Exterior  Stair  Construction 

10-23 

1013.1 

Exit  signs  at  fire  escapes 

10-26 

1029 

Fire  escape  construction 

4.0  Discussion  and  possible  action  regarding  adoption  of  Uniform  Building  Code  Appendix  Chapter 
34,  Division  I,  Existing  Structures,  with  possible  modifications,  for  inclusion  in  the  1998  San 
Francisco  Building  Code. 

5.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call  of  the  Chair. 

6.0  Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as  well 
as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related  to 
building  codes. 

7.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  ofSan  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


DOCUMENTS  DEPT 


.AGENDA 

CODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
/ Fire  and  Life  Safety  Subcommittee 


JAN  2 6 1999 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


•V?? 


DATE 

TIME 


: January  27, 1999  (Wednesday) 
: 3:30  p.m.  to  5:30  p.m. 


LOCATION  : 1660  Mission  Street,  Room  6034  [note  room  change] 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302, 1 650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1.0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  December  1 6, 1 998. 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5,  6,9 
and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1 998  SFBC  Amendments.  The 
Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  9,  and  10 
Amendments)  include  the  following: 


Chapter  # 
- Item  # 

SFBC 
Section  # 

Topic 

3-28 

312.2.2 

Private  Garage  Area  Provisions 

3-29 

312.2.3 

Private  Garage  Headroom  Clearance 

3-30 

312.2.4 

Private  Garage  Special  Provisions 

3-31 

312.5 

Private  Garage  Floor  Surfaces  and  Ventilation 

3-34 

Table  3-B,  Footnote  7 

Occupancy  Separation  Between  S-3  or  U-1 
Parking  Area  and  Other  Occupancies 

4-1 

402.11 

Elevators  opening  onto  atria 

4-53 

420 

Raised  computer  floors 

5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

1 


5-8 

503.7 

Location  of  Skylights 

5-13 

Table  5-A,  Footnote  7 

Exterior  wall  protection 

6-3 

601.5.6 

Loading  platforms 

9-3 

903 

Supervised  Alarm  Sprinkler  System 

9-4 

904.1.2 

Reference  Standards 

9-7 

904.2.2 

Required  Sprinkler  Installations 

9-8 

904.2.3.2 

Basement  Sprinklers 

9-10 

904.5.1 

Hose  Valves 

9-11 

904.5.2 

Location  of  Class  1 Standpipes 

9-12 

904.5.3 

Location  of  Roof  Outlets 

9-13 

904.5.5 

Location  of  Class  III  Standpipes 

10-5 

1003.1 

Number  of  Exits 

10-13 

1005.9 

Fire  escape  protection 

10-14 

1006.2 

Stairway  width 

10-19 

1006.13 

Exterior  Stair  Construction 

10-23 

1013.1 

Exit  signs  at  fire  escapes 

10-26 

1029 

Fire  escape  construction 

4.0  Discussion  and  possible  action  regarding  adoption  of  Uniform  Building  Code  Appendix  Chapter 
34,  Division  I,  Existing  Structures,  with  possible  modifications,  for  inclusion  in  the  1998  San 
Francisco  Building  Code. 

5.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call  of  the  Chair. 

6.0  Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as  well 
as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related 
to  building  codes. 

7.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of ^>an  Francisco  / 

1660  Mission  Street,  San  Francisco,  California  94103-2414 

AGENDA 


DOCUMENTS  DEPT. 


^CODE  ADVISORY  COMMITTEE  EB  0 1 1999 

Special  Meetinq  of  the  SAN  FRANCISCO 

Fire  and  Life  Safety  Subcommittee  PUBLIC  LIBRARY 


DATE  : February  3, 1999  (Wednesday) 

TIME  : 3:30  p.m.  to  5:30  p.m. 


LOCATION  : 1660  Mission  Street,  Room  2031  [note  room  change] 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302, 1 650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  January  27,  1999. 

3.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5,  7, 
8,  9 and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1 998  SFBC  Amendments.  The 
Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  7,  8,  9,  and 
10  Amendments)  include  the  following: 

Chapter#  SFBC  Topic 

. Jte  m # Section  # 


J 


3-7 

306.1 

Definition  of  Group  F-3  Occupancies 

3-8 

306.2.3 

Special  Provisions  for  Group  F-3  Occ’s 

3-30 

312.2.4 

Private  Garage  Special  Provisions 

4-7 

403.1.5 

Special  inspection  and  testing 

4-19 

403.6.1 

Fire  alarm  annunciator 

4-20 

403.6.1 

Control  of  fire  pumps 

4-22 

403.6.1.1 

Fire  Department  notification 

5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

l 


/ 


5-5 

503.3 

Deed  restriction 

5-6 

503.5 

Openings  in  exterior  walls 

5-7 

503.6 

Communicating  openings 

5-8 

503.7 

Location  of  Skylights 

5-13 

Table  5-A,  Footnote  7 

Exterior  wall  protection 

5-14 

Table  5B,  Footnote  13 

Increase  in  story  limits 

5-14 

Table  5B,  Footnote  14 

Exclusion  from  story  count 

7-1 

705 

Fire  escape  projection 

7-3 

711.5 

Rubbish  and  linen  chute  termination  rooms 

8-1 

801.1 

Countertops  and  cabinet  work 

8-7 

809 

Limitation  of  combustibles  in  concealed  spaces 

9-5 

904.1.2 

Exposure  protection 

9-7 

904.2.2 

Required  Sprinkler  Installations 

9-8 

904.2.3.2 

Basement  Sprinklers 

10-14 

1006.2 

Stairway  width 

10-19 

1006.13 

Exterior  stair  construction 

10-23 

1013.1 

Exit  signs  at  fire  escapes 

10-26 

1029 

Fire  escape  construction 

4.0  Discussion  and  possible  action  regarding  adoption  of  Uniform  Building  Code  Appendix  Chapter 
34,  Division  I,  Existing  Structures,  with  possible  modifications,  for  inclusion  in  the  1998  San 
Francisco  Building  Code. 

5.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call  of  the  Chair. 

6.0  Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as  well 
as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related 
to  building  codes. 

7.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-24®4DCUlMES\!TS  DEPT  — 

AGENDA 

' FEB  I o 1 999 


„ CODE  ADVISORY  COMMITTEE 

91.  W 

1 

z'  

Special  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 

"h 

DATE 

: February  10, 1999  (Wednesday) 

TIME 

: 3:30  p.m.  to  5:30  p.m. 

LOCATION 

: 1660  Mission  Street,  Room  2031 

SAM  f-RANCfSCO 
PUBLIC  LIBRARY 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302,  1 650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1.0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  February  3,  1999. 

3.0  Discussion  and  possible  action  regarding  adoption  of  the  life  safety  requirements  for  existing  R-3 
Occupancies  of  the  Uniform  Building  Code  Appendix  Chapter  34,  Division  I,  Existing  Structures, 
with  possible  modifications,  for  inclusion  in  the  1998  San  Francisco  Building  Code.  Topics 
include  stair  construction,  fire  escapes,  and  exit  ladder  devices. 

4.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5,  6, 

9 and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1 998  SFBC  Amendments.  The 
Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  9,  and  10 
Amendments)  include  the  following: 


Chapter  # 
- Item  # 

SFBC 
Section  # 

Topic 

3-14 

310.2.4 

Community  Kitchens 

3-15 

310.2.5 

Guest  Room  Cooking  Facilities 

3-30 

312.2.4 

Private  Garage  Special  Provisions 

4-9 

403.2.1 

High  rise  Sprinkler  Design 

4-11 

403.5.1.1 

Raceways 

4-22 

403.6.1.1 

Fire  Department  notification 

4-44 

405.4 

Shelves  and  lockers 

1 


5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

5-5 

503.3 

Deed  restriction 

5-6 

503.5 

Openings  in  exterior  walls 

5-7 

503.6 

Communicating  openings 

5-8 

503.7 

Location  of  Skylights 

5-13 

Table  5-A,  Footnote  7 

Exterior  wall  protection 

5-14 

Table  5B,  Footnote  13 

Increase  in  story  limits 

5-14 

Table  5B,  Footnote  14 

Exclusion  from  story  count 

6-2 

601.2.1 

Combination  Type  1 garage  and  multiple 
structures 

6-3 

601.5.6 

Loading  Platforms 

9-5 

904.1.2 

Exposure  protection 

9-7 

904.2.2 

Required  Sprinkler  Installations 

9-8 

904.2.3.2 

Basement  Sprinklers 

9-14 

904.6.2 

Standpipes  for  construction 

9-15 

904.6.3 

Temporary  Standpipes 

10-14 

1006.2 

Stairway  width 

10-19 

1006.13 

Exterior  stair  construction 

10-23 

1013.1 

Exit  signs  at  fire  escapes 

10-26 

1029 

Fire  escape  construction 

5.0 

Public  Comment. 

Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call  of  the  Chair. 

6.0 

Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as  well 

as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related 
to  building  codes. 


7.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 


City  & County  of ^San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
^AGENDA 

aCODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 


: February  24, 1999  (Wednesday) 


fc~  C.Pi  /it  zj'ij 

DOCUMENTS  DEPT.f^ 

FEB  2 3 1399 

SAN  FRANCISCO 

PUBLIC  LIBRARY 


TIME  : 3:30  p.m.  to  5:30  p.m. 


LOCATION  : 1660  Mission  Street,  Room  2031 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302,  1 650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 

1 .0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  February  1 0,  1 999. 

3.0  Discussion  and  possible  action  to  incorporate  life  safety  requirements  for  existing  R-3 
Occupancies  into  the  1998  San  Francisco  Building  Code.  Topics  include:  stait  construction,  fire 
escapes,  and  exit  ladder  devices. 

4.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5,  6, 

9 and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1 998  SFBC  Amendments.  The 
Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  9,  and  10 
Amendments)  include  the  following: 


Chapter  # 
- Item  # 

SFBC 
Section  # 

Topic 

3-14 

310.2.4 

Community  Kitchens 

3-15 

310.2.5 

Guest  Room  Cooking  Facilities 

3-30 

312.2.4 

Fences 

4-9 

403.2.1 

High  rise  Sprinkler  Design 

4-11 

403.5.1.1 

Raceways 

4-22 

403.6.1.1 

Fire  Department  notification 

4-42 

403.24 

Existing  High  Rise  Sprinkler  Ordinance 

4-44 

405.4 

Shelves  and  lockers 

♦ 


I 


4-46 

409.9 

Pedestrian  Walkways 

4-52 

419.1 

Bays,  Porches,  Balconies  Decks 

4-54 

421 

Raised  Wood  Floors 

4-56 

423 

Gas  Service  Shutoff 

5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-4 

503.3 

Openings  in  court  walls 

5-5 

503.3 

Deed  restriction 

5-6 

503.5 

Openings  in  exterior  walls 

5-7 

503.6 

Communicating  openings 

5-8 

503.7 

Location  of  Skylights 

5-13 

Table  5-A,  Footnote  7 

Exterior  wall  protection 

5-14 

Table  5B,  Footnote  13 

Increase  in  story  limits 

5-14 

Table  5B,  Footnote  14 

Exclusion  from  story  count 

6-2 

601.2.1 

Combination  Type  1 garage  and  multiple  structures 

6-3 

601.5.6 

Loading  Platforms 

9-1 

903 

Combined  System  Definition 

9-2 

903 

Standpipe  Class  Definition 

9-6 

904.1.5 

Fire  Department  Connections 

9-9 

904.3.4 

Sprinkler  System  Monitoring  and  Alarms 

9-17 

Table  9-A,  Footnote  2 

Standpipe  Signage 

9-18 

Table  9-A,  Footnote  3 

Standpipe  Exceptions 

5.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call  of  the  Chair. 

6.0  Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as  well 
as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related 
to  building  codes. 

7.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 


City  & County  of  Sian  Francisco 
1660  Mission  Street,  San  Francisco,  California  94103-24143OCUMENTS  DEPT, 


CODE  ADVISORY  COMMITTEE 


MAR  0 1 1999  ^ 


/•  H 

Special  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 

PUBLIC  LIBRARY 

lt/91  DATE 

: March  3, 1999  (Wednesday) 

* 

c;*Jl  TIME 

: 3:30  p.m.  to  5:30  p.m. 

LOCATION 

: 1660  Mission  Street,  Room  3018 

[Note  Room  Change] 

Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302,  1 650  Mission  Street.  For  information,  please  call 
Senior  Building  Inspector  Alan  Tokugawa  at  (415)  558-6004. 


1 .0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 
Carolyn  Abst 
Michael  Ma 


2.0  Review  and  approval  of  Meeting  Minutes  of  meeting  of  February  24,  1999. 

3.0  Discussion  and  possible  action  to  incorporate  life  safety  requirements  for  existing  R-3 
Occupancies  into  the  1998  San  Francisco  Building  Code.  Topics  include:  stair  construction,  fire 
escapes,  and  exit  ladder  devices. 

4.0  Review  and  discussion  of  standing  (existing)  San  Francisco  Amendments  in  Chapters  3,4,  5,  6, 

9 and  10  of  the  1995  San  Francisco  Building  Code  (SFBC)  and  possible  formulation  of 
recommendations  to  the  Code  Advisory  Committee.  The  recommendations  made  will  be  to 
keep  or  revise  an  amendment,  or  to  delete  ir  from  the  proposed  1 998  SFBC  Amendments.  The 
Amendments  which  will  be  reviewed  (as  listed  in  the  1995  SFBC  Chapters  3,  4,  5,  6,  9,  and  10 
Amendments)  include  the  following: 

Chapter  # SFBC  Topic 

- Item  # Section  # 


3-14 

310.2.4 

Community  Kitchens 

3-15 

310.2.5 

Guest  Room  Cooking  Facilities 

3-17 

310.3.2 

Access  from  rear  yard  to  street 

3-21 

310.10 

Fire  alarm  systems  in  new  R Occupancies 

3-30 

312.2.4 

Fences 

4-17 

403.5.3.3 

Fire  alarm  system  in  existing  High-rise  R-1 
Occupancies 

4-22 

403.6.1.1 

Fire  Department  notification 

P 


1 


«■ 


4 


I 


4-46 

409.9 

Pedestrian  Walkways 

4-52 

419.1 

Bays,  Porches,  Balconies  Decks 

5-3 

503.2.1 

Court  walls  at  right  angle  to  property  line 

5-6 

503.5 

Openings  in  exterior  walls 

5-7 

503.6 

Communicating  openings 

5-8 

503.7 

Location  of  Skylights 

5-13 

Table  5-A,  Footnote  7 

Exterior  wall  protection 

6-2 

601.2.1 

Combination  Type  1 garage  and  multiple  structures 

9-1 

903 

Combined  System  Definition 

9-2 

903 

Standpipe  Class  Definition 

9-6 

904.1.5 

Fire  Department  Connections 

9-9 

904.3.4 

Sprinkler  System  Monitoring  and  Alarms 

10-16 

1006.11 

Protection  of  exterior  wall  openings 

5.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call  of  the  Chair. 

6.0  Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as  well 
as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related 
to  building  codes. 

7.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  materia!  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (415)  668-4252. 
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City  and  County  of ^5an  Francisco 
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DATE 

TIME 


AGENDA 

..CODE  ADVISORY  COMMITTEE 

Special  Meeting  of  the 
Fire  andUfeTSafety  Subcommittee 


^Tuesday) 


: 1 :00  p.m.  to  5:00  p.m. 


DOCUMENTS  DEPT. 

MAY  2 k 1999 

SAN  FRANCISCO 
PUBLIC  LIBRARY 

99-05-24P 1 2 : 06  RCVD 


LOCATION  : 1660  Mission  Street,  Room  2001 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  agenda 

items  are  available  for  review  at  Suite  302,  1 650  Mission  Street.  For  information,  please  call 
Alan  Tokugawa  at  (415)  558-6004. 


1.0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
Charles  Breidinger,  P.E. 

Carolyn  Abst 
Michael  Ma 

2.0  Review  and  possible  action  on  proposed  Administrative  Bulletins  assigned  to  this  committee. 
The  review  will  include  the  following  items: 


a.  AB-01 8 Local  Equivalency  for  Approval  of  Emergency  Escape  or  Rescue  Windows  at 
Lightwells.  The  purpose  of  this  Administrative  Bulletin  is  to  provide  standards 
and  procedures  for  the  application  and  case-by-case  review  of  requests  for  a 
Local  Equivalency  to  allow  exiting  from  emergency  escape  or  rescue  windows 
into  enclosed  courts  or  lightwells  where  such  means  of  escape  or  rescue  do  not 
strictly  comply  with  the  provisions  of  the  1998  San  Francisco  Building  Code 
(SFBC)  regarding  emergency  escape  or  rescue  windows. 


b.  AB-01 9 Fire  Escapes  as  a Required  Means  of  Egress.  The  purpose  of  this 

Administrative  Bulletin  is  to  provide  standards  and  procedures  for  the  application 
and  case-by-case  review  of  requests  for  a modification  based  on  a Local 
Equivalency  to  allow  fire  escapes  to  serve  as  required  means  of  egress  where 
such  means  of  egress  do  not  strictly  comply  with  the  provisions  of  Section  1 01 1 
of  the  1998  San  Francisco  Building  Code. 

c.  AB-020  Local  Equivalency  for  Exiting  Through  a Garage.  The  purpose  of  this 

Administrative  Bulletin  is  to  provide  standards  and  procedures  for  the  application 
and  case-by-case  review  of  requests  for  a modification  based  on  a Local 
Equivalency  to  allow  exiting  from  a rear  yard  through  garages  in  Type  V [wood 
frame],  Group  R,  Division  1 [hotels  and  apartment  houses]  Occupancies  when 
such  paths  of  exit  travel  do  not  strictly  comply  with  the  provisions  of  the  1 998 
San  Francisco  Building  Code. 

) 


1 


d.  AB-021  Separation  of  Exits  in  Basements.  The  purpose  of  this  Administrative  Bulletin 

is  to  provide  standards  and  procedures  for  the  application  and  case-by-case 
review  of  requests  for  a modification  based  on  a Local  Equivalency  to  allow 
certain  basement  occupancies  to  be  provided  with  exits  which  do  not  strictly 
comply  with  the  exit  separation  provisions  of  the  1998  San  Francisco  Building 
Code. 

e.  AB-022  Arrangement  of  Exits  - Lowest  Terminal  Path  of  Exit.  The  purpose  of  this 

Administrative  Bulletin  is  to  provide  standards  and  procedures  for  the  application 
and  case-by-case  review  of  requests  for  a modification  based  on  a Local 
Equivalency  to  allow  a second  means  of  egress  that  does  not  strictly  comply 
with  the  exit  separation  provisions  of  the  1998  San  Francisco  Building  Code. 


3.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call  of  the  Chair. 

4.0  Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next  meeting,  as  well 
as  current  agenda  items  to  be  continued  to  another  subcommittee  regular  meeting  or  special 
meeting.  Subcommittee  discussion  and  possible  action  regarding  administrative  issues  related 
to  building  codes. 

5.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss  technical 

changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair  Jerry 
Cunningham,  P.E.,  at  (41 5)  668-4252. 
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4 DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  CANCELLATION 

A 

<CODE  ADVISORY  COMMITTEE 

Regular  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 

V,/ 

DATE  : January  12,  2000  (Wednesday) 

TIME  : 3:30  p.m.  to  5:30  p.m. 

LOCATION  : 1660  Mission  Street,  Room  2031 


The  regular  meeting  of  the  Fire  & Life  Safety  Subcommittee 
for  January  12,  2000,  is  canceled. 


The  next  meeting  is  scheduled  for  February  9,  2000. 


For  further  information,  please  call  Chair  Jerry  Cunningham  at  (415)  668-4252  or  Alan 
Tokugawa  at  (415)  558-6004. 


documents  dept 

JAN  1 I 2000 

SAN  FRANCISCO 
PUBLIC  LIBRARY 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  and  County  of  £an  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
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DOCUMENTS  dept 

NOTICE  OF  CANCELLATION  p£g  . g 2Q 

SAN  FRANCISCO 

CODE  ADVISORY  COMMITTEE  P,JBLIC  LIBRARY 


<..  a 


Regular  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 


DATE  : February  9,  2000  (Wednesday) 

TIME  : 3:30  p.m.  to  5:30  p.m. 

LOCATION  : 1660  Mission  Street,  Room  2031 


The  regular  meeting  of  the  Fire  & Life  Safety  Subcommittee 
for  February  9,  2000,  is  canceled.) 


The  next  meeting  is  scheduled  for  March  8,  2000. 


For  further  information,  please  call  Chair  Jerry  Cunningham  at  (41 5)  668-4252  or  Alan 
Tokugawa  at  (415)  558-6004. 
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4 DEPARTMENT  OF  BUILDING  INSPECTION 

City  and  County  of ^an  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


tei.w 

NOTICE  OF  CANCELLATION 

)z/oo 

CODE  ADVISORY  COMMITTEE 

Regular  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 


DATE  ^ April  12,  2000  (Wednesday) 

TIME  3:30  p m to  5:30  p.m. 

LOCATION  : 1660  Mission  Street,  Room  2031 


The  regular  meeting  of  the  Fire  & Life  Safety  S u bcomrn ittee 
fofApril  12,  200$)  is  canceled. 


The  next  meeting  is  scheduled  for  May  10,  2000. 


For  further  information,  please  call  Chair  Jerry  Cunningham  at  (415)  668-4252  or  Alan 
Tokugawa  at  (415)  558-6004. 
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DEPARTMENT  OF  BUILDING  INSPECTION 
City  & County  of  San.  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67„of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  tire  City 
arid  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  arc  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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> DEPARTMENT  OF  BUILDING  INSPECTION 
City  and  County  of ^>an  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


DOCUMENTS  DEPT. 


CODE  ADVISORY  COMMITTEE  JUN  - g 2000 


Regular  Meeting  of  the 
fire  and  Life  Safety  Subcommittee 


SAN  FRANCISCO 
PUBLIC  LIBRARY 


DATE  : ^.June  14, 2000  (Wednesday) 

TIME  3:30  p.m.  to  5:30  p.m. 

LOCATION  : 1660  Mission  Street,  Room  2031 

This  Subcommittee  meets  regularly  every  third  Wednesday  of  the  month  at  1660 
Mission  Street,  Room  2031 . If  you  wish  to  be  placed  on  a mailing  list  for  agendas, 
please  call  (415)  558-6205. 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents 
relating  to  agenda  items  are  available  for  review  at  Suite  302,  1650  Mission 
Street.  For  information,  please  call  Alan  Tokugawa  at  (415)  558-6004. 


AGENDA 

1.0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 

Charles  Breidinger,  P.E. 

Carolyn  Abst 

2.0  Discussion  and  possible  action  regarding  the  requirement  for  a second  means  of 
egress  from  floors  within  Group  R (residential)  Occupancies  which  are  more  than 
25  feet  above  grade  at  any  point  (see  San  Francisco  Building  Code  Section 
1004.2.3.2,  exception  7.)  The  possible  action  will  be  to  formulate  a 
recommendation  to  present  to  the  full  Code  Advisory  Committee  for  their  action. 

3.0  Discussion  and  possible  action  regarding  review  of  IBC  2000  (International 
Building  Code)  with  respect  to  requirements  of  Chapter  10  of  the  1998  California 
Building  Code  and  1998  San  Francisco  Building  Code  Amendments.  The 
possible  action  will  be  to  make  a recommendation  to  the  full  Code  Advisory 
Committee  regarding  a method  of  review  to  be  used  for  the  entire  IBC  2000. 
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4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call 
of  the  Chair. 

5.0  Subcommittee  Members  and  Staff’s  identification  of  agenda  items  for  the  next 
meeting,  as  well  as  current  agenda  items  to  be  continued  to  another 
subcommittee  regular  meeting  or  special  meeting.  Subcommittee  discussion  and 
possible  action  regarding  administrative  issues  related  to  building  codes. 

6.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss 

technical  changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 
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DEPARTMENT  OF  BUILDING  INSPECTION 
City  and  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


ACCESSIBLE  MEETING  INFORMATION  POLICY 


In  order  to  assist  the  City’s  efforts  to  accommodate  persons  with  severe  allergies, 
environmental  illness,  multiple  chemical  sensitivity  or  related  disabilities,  attendees 
at  public  meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various 
chemical  based  products.  Please  help  the  City  to  accommodate  these  individuals. 


The  meeting  will  be  held  at  the  Department  of  Building  Inspection,  1660  Mission 
Street,  Room  2001 , 2nd  Floor.  The  closest  accessible  BART  stations  are  the 
Civic  Center  Station  at  8th  (at  the  United  Nations  Plaza)  and  Market  Street  and  1 6th 
at  Mission  Street. 

Accessible  MUNI/Metro  lines  servicing  this  location  are  the,  42  - Downtown,  14  & 
14  Limited  - Mission,  and  F - Market  bus  lines.  For  information  about  MUNI 
accessible  services  call  (415)  923-6142. 


The  meeting  room  is  wheelchair  accessible.  Accessible  curb  side  parking 
spaces  have  been  designated  on  Mission  and  Otis  Streets.  There  is  accessible 
parking  available  within  the  Department  of  Building  Inspection  parking  lot.  The 

entrance  to  this  lot  is  on  Otis  Street. E3 


Assistive  Listening  devices  will  be  available  at  the  meeting. 

A sign  language  interpreter  will  be  available  upon  request.  Please  contact:  Ms. 
Jeannette  Lau  at  (415)  558-6205  at  least  72  hours  in  advance  of  the  meeting. 


If  you  require  use  of  a reader,  please  contact  Ms.  Jeannette  Lau  at  (415)  558- 
6205  at  least  72  hours  in  advance  of  the  meeting  to  request  this  service. 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  and  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
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CODE  ADVISORY  COMMITTEE 


SAN  FRANCISCO 
PUBLIC  LIBRARY 


Special  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 


DATE 


July  12,  2000  (Wednesday) 


TIME 


3:00  p.m.  to  5:30  p.m. 


Note  Room  Change 


LOCATION  : 1650  Mission  Street,  Suite  302 

This  Subcommittee  meets  regularly  every  third  Wednesday  of  the  month  at  1 660 
Mission  Street,  Room  2031 . If  you  wish  to  be  placed  on  a mailing  list  for  agendas, 
please  call  (415)  558-6205. 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents 
relating  to  agenda  items  are  available  for  review  at  Suite  302,  1650  Mission 
Street.  For  information,  please  call  Alan  Tokugawa  at  (415)  558-6004. 


2.0  Mr.  James  Hodges,  PE,  manager  of  the  International  Conference  of  Building 
Officials  (ICBO)  Northern  California  Conference  Services  Offices,  will  make  a 
presentation  on  the  status  of  the  International  Building  Code  IBC  2000  and  the 
International  Residential  Code  IRC  2000.  These  model  codes  have  been 
accepted  by  the  California  Building  Standards  Commission  to  be  the  basis  of  the 
next  California  Building  Code.  Mr.  Hodges  will  discuss  the  IBC  2000  and  the  IRC 
2000,  and  point  out  the  major  differences  between  these  codes  and  the  current 
California  Building  Code. 


AGENDA 


1.0  Call  to  Order  and  Roll  Call 


Members:  Jerry  Cunningham,  P.E.,  Chair 


Charles  Breidinger,  P.E. 
Carolyn  Abst 


• viuooa 

' ’IJC' ' 
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3.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call 
of  the  Chair. 

4.0  Subcommittee  Member’s  and  Staffs  identification  of  agenda  items  for  the  next 
meeting,  as  well  as  current  agenda  items  to  be  continued  to  another 
subcommittee  regular  meeting  or  special  meeting.  Subcommittee  discussion  and 
possible  action  regarding  administrative  issues  related  to  building  codes. 

5.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss 
technical  changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252. 
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^DEPARTMENT  OF  BUILDING  INSPECTION 

City  and  County  of  San  Francisco 
' 1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  CANCELLATION 


^CODE  ADVISORY  COMMITTEE 

Regular  Meeting  of  the 
^Fire  and  Life  Safety  Subcommittee 


DATE  August  9,  2000  (Wednesday) 

TIME  ; 3:30  p.m,  to  5:30  p.m, 

LOCATION  : 1660  Mission  Street,  Room  2031 


The  regular  meeting  of  the  Fire  & Life  Safety  Subcommittee 
For  August  9,  2000,  Is  canceled. 


The  next  meeting  is  scheduled  for  September  13,  2000. 


For  further  information,  please  call  Chair  Jerry  Cunningham  at  (415)  668-4252  or  Alan  Tokugawa  at  (415) 


documents  dept. 
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City  and  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  CANCELLATION 


CODE  ADVISORY  COMMITTEE 

Regular  Meeting  of  the 
Fire  and  Life; Safety  Subcommittee 


DATE 

TIME 

LOCATION 


September  13,  2000  (Wednesday) 
3:30  p.m.  to  5:30  p.m. 

1660  Mission  Street,  Room  2031 


) 


The  regular  meeting  of  the  Fire  & Life  Safety  Subcommittee 
For  September  13,  2000,  is  canceled. 


There  will  be  a change  in  time  for  the  regular  meetings  for  this  subcommittee. 
The  new  regular  meeting  time  and  location  will  be  posted. 


For  further  information,  please  call  Chair  Jerry  Cunningham  at  (415)  668-4252  or  Alan  Tokugawa  at  (415) 
558-6004. 
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^DEPARTMENT  OF  BUILDING  INSPECTION 

City  and  County  of^an  Francisco 

1660  Mission  Strc^CSan  Francisco,  California  94103-2414 
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^ PUBLIC  LIBRARY 

Regular  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 


DATE 

TIME 

LOCATION 


^November  15,  2000  (Wednesday) 
: 3:30  p.m.  to  5:30  p.m. 

: 1660  Mission  Street,  Room  2031 


) 


The  regular  meeting  of  the  Fire  & Life  Safety  Subcommittee 
For  November  15,  2000,  is  canceled. 


There  will  be  a change  in  time  for  the  regular  meetings  for  this  subcommittee. 
The  new  regular  meeting  time  and  location  will  be  posted. 


For  further  information,  please  call  Chair  Jerry  Cunningham  at  (415)  668-4252  or  Alan  Tokugawa  at  (415) 
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SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government's  duty  is  to  serve  the  public,  reaching  its  decision  in 
full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  arc  conducted  before  the  people  and  that  City 
operations  arc  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  THE  ORDINANCE,  CONTACT  THE  SUNSHINE  ORDINANCE 
TASK  FORCE  AT  554-6075. 
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ACCESSIBLE  MEETING  INFORMATION 


To  allow  individuals  with  environmental  sensitivity  to  attend  the  meeting,  attendees  are  requested  to  refrain 
from  wearing  perfume  or  other  scented  products. 


The  meeting  will  be  held  at  1660  Mission  Street,  Room  2001.  The  nearest  BART  station  is  the  16th  Street 
Mission  Street  Station. 

Accessible  MTJNI/Mctro  lines  servicing  this  location  are  the  J,  K,  L,  M and  N which  stop  at  Van  Ness  Avenue 
and  Market  Street,  and  the  14  Mission,  12  Ocean  bus  lines,  which  stops  at  the  corner  of  South  Van  Ness 
Avenue  and  Mission  Street.  For  information  about  MUNI  accessible  services  call  (415)  923-6142. 


Accessible  parking  is  available  in  the  1660  Mission  Street  S.F.  Permit  Center  parking  lot  located  at  the  Otis 
Street  Entrance. 


Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available.  I 


A sound  enhancement  system  will  be  available  upon  request.  Please  contact  Maureen  Hogan  at  (415)  558- 
6006  at  least  72  hours  in  advance  of  the  meeting. 


A sign  language  interpreter  will  be  available  upon  request.  Please  contact:  Maureen  Hogan  at  (415)  558- 
6006  at  least  72  hours  in  advance  of  the  meeting. 


Minutes  of  the  meeting  arc  available  in  large  print/tape  form  and/or  readers  upon  request.  If  you  require  use 
of  a reader,  please  contact  Maureen  Hogan  at  (415)  558-6006  at  least  72  hours  in  advance  of  the  meeting  to 
request  this  service. 
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PEPAR1 MKNT  OF  BUILDING  INSPECTION 
City  and  County  of  ijan  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  CANCELLATION 

y 


.£QDE  ADVISORY  COMMITTEE 

Special  Meeting  ofthe 
JFire  and  Life  Safety  Subcommittee 


documents  dept. 

DEC  0 8 2003 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


DATE  : .December  11,  2000  (Monday) 

TIME  3:00  p m.  to  5:00  p.m. 

LOCATION  1660  Mission  Street,  Room  2031 


The  Special  Meeting  of  the  Fire  & Life  Safety  Subcommittee 
for  December  11,  2000,  is  canceled. 


There  will  be  a change  in  time  for  the  regular  meetings  for  this  subcommittee. 
The  new  regular  meeting  time  and  location  will  be  posted. 


D 


For  further  information,  please  call  Chair  Jerry  Cunningham  at  (415)  668-4252  or  Alan 
Tokugawa  at  (415)  558-6004. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  and  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


SUNSHINE  ORDINANCE  INFORMATION 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 


Government’s  duty  is  to  serve  the  public,  reaching  its  decision 
in  full  view  of  the  public. 

Commissions,  boards,  councils  and  other  agencies  of  the  City 
and  County  exist  to  conduct  the  people’s  business.  This  ordinance 
assures  that  deliberations  are  conducted  before  the  people  and  that 
City  operations  are  open  to  the  people’s  review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER 
THE  SUNSHINE  ORDINANCE  OR  TO  REPORT  A VIOLATION 
OF  I I IF  ORDINANCE,  CON  I ACT  THE  SIJNSI 1INE 
ORDINANCE  TASK  FORCE  AT  554-6075. 
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ACCESSIBLE  MEETING  INFORMATION 


To  allow  individuals  with  environmental  sensitivity  to  attend  the  meeting,  attendees  are  requested  to  retrain  From 
wearing  perfume  or  other  scented  products. 


The  meeting  will  be  held  at  1660  Mission  Street,  Room  2001.  The  nearest  BAR  F station  is  the  16th  Street  Mission 
Street  Station. 

Accessible  MUNT/Metro  lines  servicing  this  location  arc  the  J,  K,  L,  M and  N which  stop  at  Van  Ness  Avenue  and 
Market  Street,  and  the  14  Mission,  12  Ocean  bus  lines,  which  stops  at  the  corner  cl"  South  Van  Ness  Avenue  and 
Mission  Street.  For  information  about  MUNI  accessible  services  call  (4 1 5)  923-6142. 


Accessible  parking  is  available  in  the  1660  Mission  Street  S.F.  Permit  Center  parking  lot  located  at  the  Otis  Street 
Entrance. 


Accessible  seating  for  persons  with  disabilities  (including  those  using  wheelchairs)  will  be  available.  I 


A sound  enhancement  system  will  be  available  upon  request.  Please  contact  Maureen  Hogan  at  (415)  558-6006  at 
least  72  hours  in  advance  of  the  meeting. 


A sign  language  interpreter  will  be  available  upon  request.  Please  contact:  Maureen  Hogan  at  (415)  558-6006  at 
least  72  hours  in  advance  of  the  meeting. 


Minutes  of  the  meeting  arc  available  in  large  print/tape  form  and/or  readers  upon  request.  If  you  require  use  of  a reader, 
please  contact  Maureen  Hogan  at  (415)  558-6006  at  least  72  hours  in  advance  of  the  meeting  to  request  this  service. 
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DEPARTMENT  OF  BUILDING  INSPECTION 


City  and  County  of  San  Francisco 

1660  Mission  Street,  £an  Francisco,  California  94103-2414 


^CODE  ADVISORY  COMMITTEE 
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Regular  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 


DATE 


^January  8,  2001  (Monday) 
3:00  p.m.  to  5:00  p.m. 


TIME 


LOCATION 


1660  Mission  Street,  Room  2031 


This  Subcommittee  meets  regularly  on  the  second  Monday  of  each  month  at  1660 
Mission  Street,  Room  2031 . If  you  wish  to  be  placed  on  a mailing  list  for  agendas, 
please  call  (415)  558-6205. 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents 
relating  to  agenda  items  are  available  for  review  at  Suite  302,  1650  Mission 
Street.  For  information,  please  call  Alan  Tokugawa  at  (415)  558-6004. 


2.0'  Review  and  possible  action  regarding  the  list  of  Administrative  Bulletins  currently 
under  development.  The  possible  action  is  to  update  and  prioritize  the  list. 

3.0  Discussion  and  possible  action  regarding  disposition  of  Group  R,  Division  1 

Occupancy  hallway  ventilation  standards  which  were  previously  required  under 
the  1995  San  Francisco  Building  Code.  The  possible  action  will  be  to  make  a 
recommendation  to  the  full  Code  Advisory  Committee  for  their  further  action. 


AGENDA 
> 


DOCUMENT 


JAN  - 4 2001 


1.0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 


Charles  Breidinger,  P.E. 
Carolyn  Abst 


. 


4.0  Discussion  of  topics  for  future  review  and  action  by  this  committee.  Possible 
topics  may  include  revisions  to  code  amendments  or  administrative  bulletins. 

5.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call 
of  the  Chair. 

6.0  Subcommittee  Member’s  and  Staffs  identification  of  agenda  items  for  the  next 
meeting,  as  well  as  current  agenda  items  to  be  continued  to  another 
subcommittee  regular  meeting  or  special  meeting.  Subcommittee  discussion  and 
possible  action  regarding  administrative  issues  related  to  building  codes. 

7.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss 

technical  changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252.  The  meeting  will  begin  promptly. 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  and  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  CANCELLATION 
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PUBLIC  LIBRARY 

Regular  Meeting  of  the 
Fire  & Life  Safety  Subcommittee 


DATE:  February  19,  2001  (Monday) 

TIME:  3:00  p.m.  to  4:30  p.m. 

LOCATION:  1660  Mission  Street,  Room  2031 

This  Subcommittee  meets  regularly  on  the  third  Monday  of  each  month  at  1660  Mission 
Street,  Room  2031 . If  you  wish  to  be  placed  on  a mailing  list  for  agendas,  please  call 
(415)  558-6205. 


The  Regular  Meeting  of  the 
Fire  & Life  Safety  Subcommittee 
For  February  19,  2001,  is  canceled. 


The  next  meeting  of  this  Subcommittee  is  scheduled  for 
March  19,  2001 


For  further  information,  please  call  Chair  Jerry  Cunningham  at  (415)  668-4252  or  Alan 
Tokugawa  at  (415)  558-6004. 


02-19-01.can.doc 


PEPARTMENT  OF  BUILDING  INSPECTION 
City  and  County  of ^an  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


4CODE  ADVISORY  COMMITTEE 

Regular  Meeting  of  the 
.Fire  and  Life  Safety  Subcommittee 


DATE  March  19,  2001  (Monday) 

TIME  3:00  p.m.  to  4:30  p.m. 

LOCATION  1660  Mission  Street,  Room  2031 

This  Subcommittee  meets  regularly  on  the  second  Monday  of  each  month  at  1660 
Mission  Street,  Room  2031 . If  you  wish  to  be  placed  on  a mailing  list  for  agendas, 
please  call  (415)  558-6205. 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents 
relating  to  agenda  items  are  available  for  review  at  Suite  302,  1650  Mission 
Street.  For  information,  please  call  Alan  Tokugawa  at  (415)  558-6004. 


AGENDA 


1.0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 

Charles  Breidinger,  P.E. 

Carolyn  Abst 

2.0  Discussion  and  possible  action  regarding  proposed  legislation  amending  Chapter 
31  of  the  San  Francisco  Building  Code  to  ban  the  installation  of  wood-burning 
fireplaces  and  similar  devices  in  new  and  remodeled  residences.  The  possible 
action  will  be  to  make  a recommendation  to  the  full  Code  Advisory  Committee  for 
their  further  action. 

documents  dept 
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3.0  Discussion  and  possible  action  regarding  disposition  of  Group  R,  Division  1 
Occupancy  hallway  ventilation  standards  which  were  previously  required  under 
the  1995  San  Francisco  Building  Code.  The  possible  action  will  be  to  make  a 
recommendation  to  the  full  Code  Advisory  Committee  for  their  further  action. 

4.0  Discussion  and  possible  action  regarding  proposed  Administrative  Bulletin 
clarifying  the  use  of  skylights  in  locations  which  are  within  a distance  to  the 
property  line  where  openings  in  walls  are  prohibited  or  required  to  be  protected. 
The  possible  action  will  be  to  continue  review  of  this  item  or  to  make  a 
recommendation  to  the  full  Code  Advisory  Committee  for  their  further  action. 

5.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call 
of  the  Chair. 

6.0  Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next 
meeting,  as  well  as  current  agenda  items  to  be  continued  to  another 
subcommittee  regular  meeting  or  special  meeting.  Subcommittee  discussion  and 
possible  action  regarding  administrative  issues  related  to  building  codes. 

7.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss 

technical  changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252.  The  meeting  will  begin  promptly. 


^DEPARTMENT  OF  BUILDING  INSPECTION 


City  and  County  of  £an  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
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CODE  ADVISORY  COMMITTEE 

Regular  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 


DATE 


April  16,  2001  (Monday) 


TIME 


3:00  p.m.  to  4:30  p.m. 


LOCATION 


1660  Mission  Street,  Room  2031 


This  Subcommittee  meets  regularly  on  the  second  Monday  of  each  month  at  1660 
Mission  Street,  Room  2031 . If  you  wish  to  be  placed  on  a mailing  list  for  agendas, 
please  call  (415)  558-6205. 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents 
relating  to  agenda  items  are  available  for  review  at  Suite  302,  1650  Mission 
Street.  For  information,  please  call  Alan  Tokugawa  at  (415)  558-6004. 


2.0  Approval  of  the  minutes  of  the  subcommittee  meeting  of  March  1 9,  2001 . 

3.0  Discussion  and  possible  action  regarding  disposition  of  Group  R,  Division  1 
Occupancy  hallway  ventilation  standards  which  were  previously  required  under 
the  1995  San  Francisco  Building  Code.  The  possible  action  will  be  to  make  a 
recommendation  to  the  full  Code  Advisory  Committee  for  their  further  action. 


AGENDA 
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1.0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 


Charles  Breidinger,  P.E. 
Carolyn  Abst 


4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call 
of  the  Chair. 

5.0  Subcommittee  Member’s  and  Staffs  identification  of  agenda  items  for  the  next 
meeting,  as  well  as  current  agenda  items  to  be  continued  to  another 
subcommittee  regular  meeting  or  special  meeting.  Subcommittee  discussion  and 
possible  action  regarding  administrative  issues  related  to  building  codes. 

6.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss 

technical  changes  at  the  meeting  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252.  The  meeting  will  begin  promptly. 
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City  and  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
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Regular  Meeting  of  the 
Fire  & Life  Safety  Subcommittee 


DATE:  May  14,  2001  (Monday) 

TIME:  3:00  p.m.  to  4:30  p.m. 

LOCATION:  1660  Mission  Street,  Room  2031 

This  Subcommittee  meets  regularly  on  the  third  Monday  of  each  month  at  1660  Mission 
Street,  Room  2031 . If  you  wish  to  be  placed  on  a mailing  list  for  agendas,  please  call 
(415)  558-6205. 


The  Regular  Meeting  of  the 
Fire  & Life  Safety  Subcommittee 
For  May  14,  2001,  is  canceled. 


The  next  meeting  of  this  Subcommittee  is  scheduled  for 
June  18,  2001 


For  further  information,  please  call  Chair  Jerry  Cunningham  at  (415)  668-4252  or  Alan 
Tokugawa  at  (415)  558-6004. 
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DATE  : June  18, 2001  (Monday) 

v 

TIME  3:00  p.m.  to  4:30  p.m. 

LOCATION  1660  Mission  Street,  Room  2031 

This  Subcommittee  meets  regularly  on  the  second  Monday  of  each  month  at  1660  Mission  Street, 
2031 . If  you  wish  to  be  placed  on  a mailing  list  for  agendas,  please  call  (415)  558-6205. 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents  relating  to  ag 
items  are  available  for  review  at  Suite  302,  1650  Mission  Street.  For  information,  please  ca 
Alan  Tokugawa  at  (415)  558-6004. 


AGENDA 


1.0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 

Charles  Breidinger,  P.E. 

Carolyn  Abst 

2.0  Approval  of  the  minutes  of  the  subcommittee  meeting  of  April  16,  2001. 

3.0  Discussion  and  possible  action  regarding  a proposed  ordinance  amending  the 
San  Francisco  Housing  Code  by  amending  Section  904  to  require  the  installation 
of  automatic  sprinkler  systems  in  residential  hotels,  as  defined  in  the  ordinance. 
The  possible  action  will  be  to  make  a recommendation  to  the  full  Code  Advisory 
Committee  for  their  further  action. 

4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call 
of  the  Chair. 

5.0  Subcommittee  Member’s  and  Staffs  identification  of  agenda  items  for  the  next 
meetina.  as  well  as  current  aaenda  items  to  be  continued  to  another 


subcommittee  regular  meeting  or  special  meeting.  Subcommittee  discussion  and 
possible  action  regarding  administrative  issues  related  to  building  codes. 

6.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss 
technical  changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252.  The  meeting  will  begin  promptly. 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  and  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


CODE  ADVISORY  COMMITTEE 

Regular  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 


DATE  July  16,  2001  (Monday) 

TIME  : 3:00  p.m.  to  4:30  p.m. 

LOCATION  1660  Mission  Street,  Room  2031 

This  Subcommittee  meets  regularly  on  the  second  Monday  of  each  month  at  1660 
Mission  Street,  Room  2031 . If  you  wish  to  be  placed  on  a mailing  list  for  agendas, 
please  call  (415)  558-6205. 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents 
relating  to  agenda  items  are  available  for  review  at  Suite  302,  1650  Mission 
Street.  For  information,  please  call  Alan  Tokugawa  at  (415)  558-6004. 


AGENDA 


1 .0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 

Charles  Breidinger,  P.E. 
Carolyn  Abst 
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2.0  Approval  of  the  minutes  of  the  subcommittee  meeting  of  June  1 8,  2001 . 

3.0  Report  and  discussion  regarding  the  recently  passed  ordinance  amending  the 
San  Francisco  Housing  Code  by  amending  Section  904  to  require  the  installation 
of  automatic  sprinkler  systems  in  residential  hotels,  as  defined  in  the  ordinance. 

4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call 
of  the  Chair. 


5.0  Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next 
meeting,  as  well  as  current  agenda  items  to  be  continued  to  another 
subcommittee  regular  meeting  or  special  meeting.  Subcommittee  discussion  and 
possible  action  regarding  administrative  issues  related  to  building  codes. 

6.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss 

technical  changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252.  The  meeting  will  begin  promptly. 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  and  County  of  ^an  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


This  Subcommittee  meets  regularly  on  the  third  Monday  of  each  month  at  1660  Mission 
Street,  Room  2031 . If  you  wish  to  be  placed  on  a mailing  list  for  agendas,  please  call 
(415)558-6205. 


The  Regular  Meeting  of  the 
Fire  & Life  Safety  Subcommittee 
For  August  13,  2001,  is  canceled. 

The  next  meeting  of  this  Subcommittee  is  scheduled  for 
September  17,  2001 
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Regular  Meeting  of  the 
Fire  & Life  Safety  Subcommittee 


DATE: 


August  13,  2001  (Monday) 


TIME: 


3:00  p.m.  to  4:30  p.m. 


08-9-01  A 1 1 :00 


LOCATION: 


1660  Mission  Street,  Room  2031 


For  further  information,  please  call  Chair  Jerry  Cunningham  at  (415)  668-4252  or  Alan 
Tokugawa  at  (415)  558-6004. 


DEPARTMENT  OF  BUILDING  INSPECTION 


ynjo) 

L 


City  and  County  ofJSan  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
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Regular  Meeting  of  the 
Fire  and  Life  Safety  Subcommittee 
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DATE  September  17,  2001  (Monday) 

TIME  : 3:00  p.m.  to  4:30  p.m. 

LOCATION  1660  Mission  Street,  Room  2031 

This  Subcommittee  meets  regularly  on  the  second  Monday  of  each  month  at  1660 
Mission  Street,  Room  2031 . If  you  wish  to  be  placed  on  a mailing  list  for  agendas, 
please  call  (41 5)  558-6205. 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents 
relating  to  agenda  items  are  available  for  review  at  Suite  302,  1650  Mission 
Street.  For  information,  please  call  Alan  Tokugawa  at  (415)  558-6004. 


AGENDA 


1 .0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 

Charles  Breidinger,  P.E. 

Carolyn  Abst 

2.0  Approval  of  the  minutes  of  the  subcommittee  meeting  of  July  16,  2001 . 

3.0  Discussion  and  possible  action  regarding  Sections  713.10,  Smoke  Dampers,  and 
713.11,  Fire  Dampers,  and  the  circumstances  under  which  each  are  required. 
The  possible  action  will  be  to  formulate  a recommendation  to  the  full  Code 
Advisory  Committee  for  their  further  action. 

4.0  Discussion  and  possible  action  regarding  disposition  of  Group  R,  Division  1 
Occupancy  hallway  ventilation  standards  which  were  previously  required  under 
the  1995  San  Francisco  Building  Code.  The  possible  action  will  be  to  make  a 
recommendation  to  the  full  Code  Advisory  Committee  for  their  further  action. 


5.0  Discussion  of  fire  protection  of  steel  frames  in  high-rise  buildings. 

4.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call 
of  the  Chair. 

5.0  Subcommittee  Member’s  and  Staffs  identification  of  agenda  items  for  the  next 
meeting,  as  well  as  current  agenda  items  to  be  continued  to  another 
subcommittee  regular  meeting  or  special  meeting.  Subcommittee  discussion  and 
possible  action  regarding  administrative  issues  related  to  building  codes. 

6.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss 

technical  changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252.  The  meeting  will  begin  promptly. 
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4.  Regular  Meeting  of  the 
£ire  and  Life  Safety  Subcommittee 


DATE 


October  15,  2001  (Monday) 


TIME 


3:00  p.m.  to  4:30  p.m. 


LOCATION 


1660  Mission  Street,  Room  2031 


This  Subcommittee  meets  regularly  on  the  second  Monday  of  each  month  at  1660 
Mission  Street,  Room  2031 . If  you  wish  to  be  placed  on  a mailing  list  for  agendas, 
please  call  (415)  558-6205. 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents 
relating  to  agenda  items  are  available  for  review  at  Suite  302,  1650  Mission 
Street.  For  information,  please  call  Alan  Tokugawa  at  (415)  558-6004. 


2.0  Approval  of  the  minutes  of  the  subcommittee  meeting  of  September  17,  2001. 

3.0  Discussion  and  possible  action  regarding  Sections  713.10,  Smoke  Dampers,  and 
713.11,  Fire  Dampers,  and  the  circumstances  under  which  each  are  required. 
The  possible  action  will  be  to  formulate  a recommendation  to  the  full  Code 
Advisory  Committee  for  their  further  action. 

4.0  Discussion  and  possible  action  regarding  disposition  of  Group  R,  Division  1 
Occupancy  hallway  ventilation  standards  which  were  previously  required  under 
the  1995  San  Francisco  Building  Code.  The  possible  action  will  be  to  make  a 


AGENDA 


DOCl  PT. 


1.0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 
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Charles  Breidinger,  P.E. 
Carolyn  Abst 


5.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call 
of  the  Chair. 

6.0  Subcommittee  Member’s  and  Staffs  identification  of  agenda  items  for  the  next 
meeting,  as  well  as  current  agenda  items  to  be  continued  to  another 
subcommittee  regular  meeting  or  special  meeting.  Subcommittee  discussion  and 
possible  action  regarding  administrative  issues  related  to  building  codes. 

7.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss 
technical  changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252.  The  meeting  will  begin  promptly. 
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DEPARTMENT  OF  BUILDING  INSPECTION 

City  and  County  of  £an  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


.CODE  ADVISORY  COMMITTEE 


Regular  Meeting  of  the 
.Fire  and  Life  Safety  Subcommittee 


DATE  November  19,  2001  (Monday) 

TIME  : 3:00  p.m.  to  4:30  p.m. 

LOCATION  1660  Mission  Street,  Room  2031 

This  Subcommittee  meets  regularly  on  the  second  Monday  of  each  month  at  1660 
Mission  Street,  Room  2031 . If  you  wish  to  be  placed  on  a mailing  list  for  agendas, 
please  call  (415)  558-6205. 


Note:  Public  comment  will  be  taken  after  each  agenda  item.  Reference  documents 
relating  to  agenda  items  are  available  for  review  at  Suite  302,  1650  Mission 
Street.  For  information,  please  call  Alan  Tokugawa  at  (415)  558-6004. 


AGENDA 


1.0  Call  to  Order  and  Roll  Call 

Members:  Jerry  Cunningham,  P.E.,  Chair 

Charles  Breidinger,  P.E. 

Carolyn  Abst 

2.0  Approval  of  the  minutes  of  the  subcommittee  meeting  of  October  1 5,  2001 . 

3.0  Discussion  and  possible  action  regarding  Sections  713.10,  Smoke  Dampers,  and 
713.11,  Fire  Dampers,  and  the  circumstances  under  which  each  are  required. 
The  possible  action  will  be  to  formulate  a recommendation  to  the  full  Code 
Advisory  Committee  for  their  further  action. 

4.0  Discussion  and  possible  action  regarding  disposition  of  Group  R,  Division  1 
Occupancy  hallway  ventilation  standards  which  were  previously  required  under 
the  1995  San  Francisco  Building  Code.  The  possible  action  will  be  to  make  a 
recommendation  to  the  full  Code  Advisory  Committee  for  their  further  action. 
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5.0  Public  Comment.  Comment  time  is  limited  to  3 minutes  per  person  or  at  the  call 
of  the  Chair. 

6.0  Subcommittee  Member’s  and  Staff’s  identification  of  agenda  items  for  the  next 
meeting,  as  well  as  current  agenda  items  to  be  continued  to  another 
subcommittee  regular  meeting  or  special  meeting.  Subcommittee  discussion  and 
possible  action  regarding  administrative  issues  related  to  building  codes. 

7.0  Adjournment. 


Note  to  members:  Please  review  the  appropriate  material  and  be  prepared  to  discuss 

technical  changes  at  the  meeting.  If  you  are  unable  to  attend,  please  notify  Chair 
Jerry  Cunningham,  P.E.,  at  (415)  668-4252.  The  meeting  will  begin  promptly. 
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Regular  Meeting  of  the 
JMre  & Life  Safety  Subcommittee 


DATE:  December  17,  2001  (Monday) 

\ 

TIME:  3:00  p.m.  to  4:30  p.m. 

LOCATION:  1660  Mission  Street,  Room  2031 

This  Subcommittee  meets  regularly  on  the  third  Monday  of  each  month  at  1660  Mission 
Street,  Room  2031.  If  you  wish  to  be  placed  on  a mailing  list  for  agendas,  please  call 
(415)  558-6205. 


The  Regular  Meeting  of  the 
Fire  & Life  Safety  Subcommittee 
For  December  17,  2001,  is  canceled. 


The  next  meeting  of  this  Subcommittee  is  scheduled  for 
January  14,  2002 


For  further  information,  please  call  Chair  Jerry  Cunningham  at  (41 5)  668-4252  or  Alan 
Tokugawa  at  (415)  558-6004. 
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